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FQRTY-F01 LOST LIVES IN 
, 
EXPLOSION OF DIRIGIBLE 


July I, 1919 and landed 
at Roose­ 
velt Field, Mineola, L. 
I., 
on the 
i morning ot July 6, covering 
the 
13,200 miles in 108 
hours 
and 12 
minues. 
She left New York on the 
return trip to Scotland on July 
9 
and reached her home port a 
few 
days later. 
On January 29, 1921. 
the historic craft which had 
cost 
I more than $1,000,000 to build, 
was 
cut almost in two by a violent wind 
Seventeen of the Number Were Offi- 
„ 
J H i 
n 
i l 
T y 
* i 
and left a wreck outside her aero 
cols and Men ot the United States diome nearEdinbur&h- 
W hile every precaution was tak­ 
en to safeguard the ZR-2, it is re- 
; called that despite elaborate 
ar­ 
rangem ents two years ago, 
the 
h^Tv r v l n m r l 
i men of the R-34 
passed 
through 
‘ harrowing hours when 
the 
levia­ 
than of the clouds ran into a shal­ 
low atmosphere depression off the 
coast of 
Newfoundland. 
They 
were then within 
a few 
hundred 
miles of their goal, 


REPLY ON IRISH 


PEACE PROPOSALS 


SOON RE READY 


Navy— Monster Airship Fell in 
Flames Into River Humber at Hull, 
England. 


NOW 
PLANNED 
TO 
GIVE AN­ 
SWER TO 
GREAT 
BRITAIN’S 
OFFER FROM DAIL EIREANN 
THURSDAY NIGHT, 
OR 
FRI­ 
DAY 
MORNING — ADVICE OF 
MEMBERS 
OF 
T H E 
EXECU­ 
TIVE 
COMMITTEE 
OF 
SINN 
FEIN GIVEN AT CONFERENCE 
HELD TODAY. 


I ARRESTED F O * c a r r y in g 
! 
CONCEALED WEAPONS 
I 
Jam es Lunsford of Hughesville, I 
i was arrested there this morning by 
I Constable A. M. Hampton, charged 
I w itb carrying concealed 
weapons. I 
; He was brought back 
to 
this city I 
Iaiid appeared before Judge J. 
H.J 
i Kruse in justice court and gave 
a1 
$200 bond for his appearance 
in! 
* 
that court for trial at 2 o’clock F ri PO STPO N EM EN T ASKED ON AC 


TREATY OF PEACE 
WITH GERMANY 


NOT YET SIGNED 


day afternoon. 


By Associated Press. 
London. Aug. 24.— The reply 
to 


Great Britain’s term s for a settle­ 


ment of the Irish question will be 


By Associated Press 
Hull, England, Aug. 25.—Seventeen officers and 
men of the United States Navy and twenty-seven of-1 
____ 
fleers and men of the British Navy met death yester-1 Certain defects of the R-34 were . 
day ir the collapse of the great dirigible ZR-2 nvpviavoidedlnthenewcraft whlch was! e ered Thursaay 
“‘gut, or Fu­ 
tile Citv of Hull 
Ulllgiuie C SX e . ovei 41 teet longer than the earlier shlp jday morning 
to Prem ier 
Lloyd 
X7 
* « ., 
. 
1and seven feet greater in diameter I George at his official residence No. 
Every one of the Americans on board the ill- 
fateed craft perished, as far as could be ascertained 
at midnight last night. 
* 
The dirigible, which had been built for the 
American Navy at a cost of $2,000,000, exploded over v,vu” u,,ies »<• »v mnes an hour. 
the River Humber while on a trial fight and fell into The R 34 at ful1 speed had a Cl'uis- 
a I 
J 
O 
in p - 
r a d i i i e 
n f 
o 
— _______ 


It also has a gas capacity of 2,700,--10 Downing street. 


O O O cubic feet as against the R-34’s j 
The delivery, it is thought 
will 
2,000,000, a total horse-power 
of 1 Preceed the proposed public meet- 
2,100 as compared with the R-34 
1,250 and a cruising “endurance” of 
6,000 miles at 60 miles 
an 
hour. 


FORMER CANADIAN MINISTER 
OF MUNITIONS DEAD 


By Associated Press. 
Lindsay, Ont., Aug. 24.— Sir Sam 
Hughes, former Canadian minister 
of munitions, and long a leader in 
the political life of 
the 
dominion 
died at his home here today. 


ANTI-BEER BILL 


LAID ASIDE LAST 


NIGHT IN SENATE 


COUNT 
OF 
TECHNICALITY 
— CEREMONY 
HAD 
BEEN 
SCHEDULED FOk NOON W ED­ 
NESDAY 
— SAID 
QUESTION 
OVER WHICH 
DELAY 
CAME 
DOES 
NOT 
A FFECT . CON­ 
TENTS, 
OR 
PURPOSE, 
OF 
PACT 
WHICH 
HAS 
BEEN 
AGREED TO IN PRINCIPLE. 


more 
than 
ing radius of a little 
4,900 miles. 


A description of the ZR-2 follows: 
Length 695 feet. 
Diameter, 85 feet. 
Capacity, 2,700,000 cubic feet. 
Total lift, 83 tons. 
Engines, 6. 
Ceiling” or 
maximum 
altitude 


the stream a mass of burning ruins. 
Only five men of the forty-nine who were making 
the trip in the dirigible prior to the vessel being 
turned over to the United States Navy are known 
to have been saved. 
The American officers who started the trip includ­ 
ed Commander Louis H. Maxfield, Lieutenant Com­ 
mander Emory Coil, Lieutenant Henry W. Hovt,|25®00 ffet- 
Lieutenant Marcus H. Esterly, Lieutenant Com-; hourisooo.' 
‘ 60 m',es 
mander Valentine N. Bieg and Lieutenant Charles G. 
Little. 
The American enlisted men who went up with the 
craft from Howden were: C I Aller, Robert Coone,, 
........ 


i -‘- ij- trowel, J. I. Hancock, William Julius, M. Lay, j am b led her sister ship. the R-34. 
A. L. Loftin, A. I. Petit, W. R. Steele, N. O. Walker Ibut her improvements 
were 
con­ 
and George Welsh. 
1 ccal(<* amld a 
bewildering 
cornu- 


ing of the Dail Eireann 
In preparation for the reply Ea- j B>r Associated Press, 
monn de Valera and others 
were 
working today, and while the 
Dail 
Sireann was taking a recess 
the 
cabinet had the 
benefit 
of advice 
from members of the Sinn Fein ex­ 
ecutive committee, composed 
of 
some older men than many in the 
Dail Eireann. 
These men were 
in 
conference 
today on the term s of the reply. 


per 


Officers and crew, 42 men. 
Gasoline supply, 8,000 gallons. 
Time in crossing Atlantic 72 (es­ 
timated) hours. 
Seen in flight the ZR-2 closely re 


MACCABEES TO 


HOLD CELEBRATION 


AT LIBERTY PARK 


By Associated Press. 
Berlin, 
Aug. 
25.— The 
peace 
treaty between the United States 
and Germany was not signed yes­ 
terday, as had been intended. 
The delay in 
signing 
resulted 


j from 
an 
unexpected 
technical 
j point raised in connection with the 
! formalities as arranged by United 
States Commissioner Dresel 
and 
Dr. Friedrich Rosen, 
the German 
foreign minister, yesterday. 
Washington, Aug. 25.— The anti- 
The ceremony of signing was to 
beer bill was laid aside last night 
have occurred at noon yesterday at 
by the senate at the request of S en -1 ^be foreign office, but it was post- 
ator Sterling 
(Rep.) of South Da. ! P°nad at the request of Dresel. who 


kota, who announced there was lit-! “ ke? . th* pnvllege ot quer>'lnS the 
““ 
A 
on 
the 


streets. 
Immediately after the la­ 
dies of the F irst Christian church 
served 
a 
chicken 
dinner, 
after 
which the degree work was put on 
at 
the 
Cumberland 
Presbyterian 
church. 
The Sedalia boys returned home 
shortly after midnight. 


Assault Charge Dismissed 


Arron Summerville ,a negro char­ 
ged with common assaut 
upon his 
wife, Frances Summerville, w*as ar­ 
raigned before Judge T. H. Fisher 
in justice court Tuesday afternoon. 
Upon recommendation of Prosecut­ 
ing Attorney Don. S. Lam m , 
the 
court dismissed the 
case 
at the 
cost of the defendant. 


Miss Dunlap III. 


Miss Gladys Dunlap of 709 W il­ 
kerson avenue, is ill with malarial 
fever at her home. 


PAPER FOR MILLIONS 


SEIZED FROM 


SAFETY VAULT 


GROUP OF 
SWINDLERS OPER­ 
ATING ON NATIONAL SCALE 
ARE 
ESTIMATED 
TO 
HAVE 
UNTOLD 
MILLIONS 
INVOLV­ 
ED 
IN 
THEIR 
MANIPULA­ 
TIONS — FED ER A L 
AGENTS 
SECURE 
CONFESSIONS 
AND 
HAVE 
BEWILDERING 
MASS 
OF REVELATIONS. 


.Ile possibility of reaching a vote on jW asbiaSto? government 
It before midnight. 
| mooted point. 


NEAR HALF MILLION 


RAIL EMPLOYES TO 


TAKE STRIKE VOTE 


The senate resolution 
providing 
At both the headquarters of the 


jfor a 
congressionel 
recess 
until j ^ merdcan commission and the, Ger- 
Beptember 
21 was 
adopted 
last Iman toreiSn otfice it was said that 
night by the house. 
>the technicality which involved the 
This, it was explained, would op-|de^a^ d*d 
affect 
the contents 
erate to force 
a recess 
of both Ior character of the treaty, as both 


The British losses include the famous air veteran, j 
3 
Brig. Gen. E. M. Maitland, and all the other officers | fabric gas bags and a miscellany of 
on hoard, except Lieut. Wann, the commander of; Ruy wires- contro1 • valves> pipes 
i I 
‘w*. 
' 
I CHT I u n I C3 
n r»/4 
L f 
the ZR-2. 


BULLETIN. 
London, August 24.—The number of fatalities on 
the wrecked dirigible ZR-2 has not been definitely 
ascertained, but twelve bodies are said to have been 
recovered, and it was believed not less than ten on 
board were saved. 
On board were five American commissioned of­ 
ficers and other officers of lesser commission. The 
airship set out early from Howden yesterday and was 
prevented from landing last night by a storm, and 
was cruising about today for a further test. 
Americans on hoard were C ommander Louis H. 
Maxfield, Washington. Lieut Commander Valentine 
N. Bieg, of Bryn Mawr, Pa.; 
Lieut. Commander 
Emory Coil, of Marietta, O.; Lieut. Marcus H. Ester­ 
ly, Washington, D. C., Lieut. Henry W. White, Clear­ 
water, Fla., and Lieutenant Charles G. Little, New­ 
buryport, Mass. 


Crescent Tent No. 4 of the Mac­ 
cabees met In regular session Tues­ 
day night to complete preparations 
for the celebration 
of 
the forty- 
third 
anniversary 
of 
the 
lodge 
which will be held at Liberty Park, 
September 13. 
The morning of the 13th will be 
given over to the executive board 
meeting, which will be held in the 


his cabin had every part under his IM accabee halL 
In tbe afternoon a 
direct 
and 
immediate 
control. 
Pr° 6 ram wdl b®. held at . LibeKr*y |legislation. 
But it jumped again to 
Park to which the general public 


swivels and hinges 
A telephone system connected up 
the entire ship so that Commander 
Maxfield, standing at the wheel in 


houses at midnight. 
President Harding left the white 
house late last night for the capi­ 
tol, for the purpose, it was said, of 
signing bills before the recess is 
declared. 
Beer— bottled for the sick, not on 
draft for the thirsty— stood early 
last night as the 
one 
legislative 
barrier in the way of congressionel 
plans for a recess beginning at mid­ 
night. 
Given the right of way in the sen­ 
ate after a two hours’ parliamen­ 
tary snarl, the conference report on 
the measure agreed to during the 
afternoon by the 
house, 
was dis­ 
cussed for five hours and then dis­ 
placed to clear the docket of other 


BULLETIN . 
trial flight from Howden Tuesday 
By Associated I less. 
; she had on board Commander Louis 
London, Aug. 24.— A dispatch to H. Maxfield of the United States 
a press association from Hull says ‘ navy, who has been designated by 
five men were saved from the crew the American navy department to 
of forty-nine. 
j bring the ZR-2 from England to the 


- 
— 
j United 
S tates; 
Brig. Gen. S. M. 
London, Aug. 24.— The giant air- Maitland, the British air marshal. 
ship ZR-2, purchased by the United Colonel Campbell, who supervised 
States from Great Britain, exploded the work of designing the dirigible, 
over the City of Hull today, accord- five other American officers, seven 
ing to advices received here shortly engineers and four riggers in addi- 
after 6 ;3 0 o’clock. The airship is action to the regular 
British 
crew, 
wreck in the river Humber, and it j The ZR-2 was the largest dirigible 
is feared there was some loss of 


Comfortable bunks were provided 
for the off shift of the 
30 officers 
and men, instead Of hammocks, as 
provided on the R-34. 
W arm meals 
were also possible by a system 
of 
cooking over engine exhaust heat. 
. Electric lights were 
freely 
pro­ 
vided and the ZR-2 had been equip­ 
ped with a device 
that 
would en­ 
able her to “anchor” at a mooring 
mast and replenish 
her 
gas. oil. 
w ater and fuel containers through 
huge feed pipes. 
In addition to the 
foregoing equipment the ZR-2 
was 
built to carry the 
biggest 
arm a­ 
ment of a dreadnaught of the air. 
14 Lewis guns, a 
one-pound 
auto 
mat ic gun, four 
bombs 
of 
520 
pounds each and eight bombs 
of 
230 pounds each. 
The ZR-2 and its 
hangar at Lakehurst, 
N. 
J 
cost 
$4,000,000. 


NO ASSIGNMENT 


MAY BE MADE IN 


CLAIM TO BONUS 


life. 
The airship 
was 
passing over 
Hull in fine style when suddenly it 
was seen to break in two. 
Instant­ 
ly there wTere explosions. 
Three 
parachutes were seen to leave the 
ZR-2. 


Bv Associated Pres*. 
Joplin, 
August 
24.— No 
assign­ 
ment of the bonus claim of an ex- 


ever built. 
The purchase price was I g a ^ G o v ^ n o r ^ ^ th 880^ 
J 6 
to be $2,000,000. 
This It was as- £ 
* 
^ 
sumed was to be effective after the . 
here today folIow,ng a con- 
• umed was to be effective after the jference 
w(th 
J(jhn 
F W iillams, 
aircraft had completed 
her 
trials 1 
and was delivered and accepted by 
the American authorities. 


commander of the Missouri depart­ 
ment of the American Legion. 
When the legislature enacts the IN. Fisher, Frank Ricketts, H erbert 


is invited. 
A band concert and dance will 
follow. 
The Lady M accabees will serve 
a picnic supper to the Maccabees 
and their families only at the park 
at 7 o’clock, just before the band 
concert. 
Many 
visitors 
from 
near 
by 
towns are expected to participate 
in the celebration. 
During 
the 
business 
session, 
George Ford was initiated Into the 
order and Arthur G. Burton was 
elected sergeant. 
One application 
was balloted upon. 
The following committees were 
appointed: 
Committee on condolence on the 
death of 
H arry 
Jakem an, J. F. 
Taylor, George F. Bryan, Sr., and 
E. N. Kauffman. 
For the celebration of the 43rd 
anniversary of this lodge, E. N. 
Kauffman, 
Charles 
Koock, J. F. 
Taylor, Ira B arrett and D. S. Lamm. 
To entertain 
the 
Supreme and 
Great Camp officers: Gus Rottler 
and D. S. Lamm. 
Dance committee, H. H. Kroen- 
cke, F. A. Clark, William Hogan, 
Peter Schrankler, L. V. W are, John 
Ilmberger and J. L. Bellmer. 
Decorating of hall for degree 
work, Dimmitt Hoffman, J. O. Dur­ 
ham, Charles Koock, W alter Dodd, 
Robert V. Meyers, A. N. Michael 
and John Turner. 
On new 
members, 
George W . 
Griffin, J. B. W hite, J. F. Taylor, A. 
C. Luecking, 
Ira 
B airett, 
L. J. 
Kahrs, J. L. Cone, John Turner, D. 


top place, while prohibition leaders 
were pressing for a vote and its op­ 
ponents were vigorously assailing 
a provision which 
they 
asserted 
would leave any man or wonton 
traveling about the country subject 
to search for liquor by an officer , 
not armed with a- warrant. 
Threats by the prohibitionists to 
prevent the recess unless it came 
after the antibeer bill was on its 
way to the president, failed to up­ 
set the 
plans 
of 
leaders 
to put 
through the agriculture credits bill, 
designed to aid farmers. 
The con­ 
ference report on the bill, adopted 
after days of bitter wrangling, was 
agreed to by the house and when 
it reached the senate it was quick­ 
ly given precedence over the beer 
by a vote of 40 to 18. 
Once up, it 
was passed without a word of dis­ 
cussion. 
In the same swift fashion the sen­ 
ate a second time put beer in the 
background and agreed to the con­ 
ference 
report 
on 
the 
shipping 
board’s 
$48,500,000 
deficiency ap­ 
propriation bill, with $200,000 ad­ 
ded for preliminary expenses of 
the disarmament conference, and 
sent it along to the house. 
The house bill continuing the dye 
embargo for 
three 
months 
was 
passed last night by the senate by 
a vote of 39 to 22 and was sent to 
the president 
for 
signature. 
The 
embargo would have expired next 
Saturday. 


By Associated Press. 


Cleveland, Ohio, Aug. 24.— Strike 


ballots for submission to 409,000 


members of the “Big Four” rail­ 


road brotherhoods and the Switch­ 


men’s Union 
of 
North 
America 


were being prepared at a joint con­ 


ference here yesterday of members 


of executive committees, chief exe­ 
cutives and assistant grand officers 
of the five organizations. 
When the conference adjourned 
late today the form of the ballot 
had not been definitely decided on. 
The conference will be resumed to­ 
day. 
In its 
present 
shape 
the ballot 
tells the union members of the un­ 
satisfactory 
negotiations 
held In 
the 
past 
few 
months 
between 
brotherhood 
chief 
and 
railroad 
m anagers 
at 
conferences held in 
the west, southwest and east, as to 
whether the railroads Intended to 
ask for further decreases in wages, 
following the 12 Ms per cent reduc­ 
tion handed down by the Railroad 
Labor Board 
at Chicago, 
June I, 
and now in 
effect, 
whether 
the 
roads would seek the elimination of 
time and one-half for overtim e and 
asks if the members are satisfied to 
continue work under these condi- 
| tions. 
•cided the chief figures in today’s * 
Executives of the southwestern 
ceremonies would be Ellis Loring Iroads did not me©* with the chiefs. 
Dresel, United States commissioner 
chief executives of the five or- 
here, and Dr. Friedrich Rosen, Ger- ganizations have 
been 
in confer- 
man foreign minister, who would ence here for several days on the 
affix their signatures to the conven- situation, and today were joined by 


By Associated Press. 


Cleveland, Aug. 24.— Fifteen ml?* 
lion dollars in notes and securities 
were seized today in the Union trust 
company safety deposit 
vaults by 
j John Sawken, 
department 
of jus­ 
tice agent, investigating the Cleve­ 
land activities 
of 
Charles 
W . 
French, alleged Chicago 
swindler, 
under arrest in that city. 
The seizure cam e 
after 
Elm er 
Gerber, Cleveland stock broker, and 
former secretary to French, confes­ 
sed his connection with the French 
operations to Saw ter and led him 
to the safety vault. 


governments reached a full accord 
on the official text some days ago. 
If a reply 
from 
the 
American 
state department is received 
by 
Commissioner Dresel early Thurs­ 
day, it is probable that duly execut­ 
ed copies of the treaty will be ex­ 
changed that day. 
The signing in Vienna yesterday 
of the peace treaty 
between Aus­ 
tria and the United States was said 
to be a mere coincidence with 
the 
date on which the 
German 
peace 
I treaty was to have been signed, as 
it was declared that neither 
Ger­ 
man nor American 
officials 
here 
had been informed of the signing of 
the Austrian treaty. 


Berlin, 
Aug. 
24.— Friendly rela­ 
tions between the governments of 
Germany and the United States in- 
terrupted February 9, 1917, were to 
be restored by the signature of the 
treaty of peace today. 
It was de- 


tion. 


Long Speech By Reed 
Washington, 
Aug. 
2 5 — Senator 
Jam es A. Reed of Missouri held the 


Terms Meet Approval. 
W ashington, Aug. 24.— Details of 
the peace treaty between the United 
States and Germany were laid be­ 
fore republican 
members 
of the 
senate foreign relations committee 
today by President Harding and 
Secretary of 
State 
Hughes. 
The 
term s were said to have met with 
no opposition from foreign relations 
committee, 
and 
were 
considered 
satisfactory. 


Expect No Opposition. 
W ashington, 
Aug. 
24.— Indica­ 
tions that the peace treaty with 
Germany will not 
m eet 
with or­ 
ganized 
dem ocratic 
opposition in 
the senate developed 
today 
after 
Secretary 
Hughes 
had 
conferr­ 
ed with the full membership of the 
foreign relations committee. 


SUIT FILED AGAINST 


FAIR ASSOCIATION 


The dead and a number of the in­ 
jured were landed from the river 
and conveyed to the Hull infirmary. 
Burning fragm ents of the airship 
belched 
dense 
columns of smoke 
and flame, which extended for hun­ 
dreds of feet along the surface of 
the w ater. 
Eye w itnesses say at 
least four men descended by para­ 
chutes. 
Three 
men 
were 
seen 
hanging from one parachute. 
The explosiones in the big diri­ 
gible w’ere such as to w reck many 
windows and store fronts in Hull. 
A m essage from Hull said the air­ 
ship’s captain has 
been 
rescued. 
Some bodies have been recovered. 


The British air service had been law mak, 
the bonus amendment sta rk s, Ir'a Moore and H arry Bur- long-distance talking recordI y e ste r 
I careful to avoid a prem ature deltv- | passed A 
g effective that law ford, aided by all members of Ores- daV 
the senate delivering a long 
detailed and technical legal argu 
ery as they had wished to be assur­ 
ed that everything connected with 
will contain such provision as to cent Tent. 
, 
_ 
. prevent 
speculation. 
Governor I 
Music, E . 
N. Kauffman, 
G. F. 
the structural arrangem ent was in 
Hyde has asked Commander 
Wil- Bryan, 
Sr., 
C. E. Meredith, Fred 
sat s actory cond t on. 
Hams to prepare data and draw I Brink and H. H. Krencke. 
.S 
, u 
* l . *T u r e a s o 
n 
c , 
f I y t b 
l l t i up a plan for legislative fiction to 
Social, 
Charles 
Koock, 
Homer 
the flight which term inated so dis- lmake t„ e ,aw effectIve 
H art B K Blggins. 


astrously today 
was 
begun. 
The 
W iniams has already begun work Committee 
to get candidates to 
m onetary loss under the circum- on the m atter ass,gted b 
A } c 
stances apparently falls on the con- 
state adjutant ot the Leglon 
tractors and those instrum ental in and B rjg (-.en R aupP( w]j0 are com_ 


piling data with the view of profit­ 
ing by experience of other states. 


building the ship. 


Twenty-one Americans Aboard. 


O. Sisson, W. E. Bard 
Roll call. J- F. Taylor, Stew art 


W ashington, 
Aug. 
24.— Twenty- i 


one Am ericans were on board the j 
dirigible ZR-2 when she w*as w reck- j 
Tugs 
and other craft put off 
from . ed, a report to the navy departm ent j 
the shore 
for rescue w ork im m edi-. from London said. 
ately the disaster 
was 
witnessed, j 
---------- 
Sim ultaneously a corps 
of 
ambu- j 
Preparing for Sea Perils 
lances dashed to the pier and took 
members of the crew to the infirm 


He expects to have 
the 
m atter in King, H arry Black, E. R. Barrett, 
shape for a request 
for 
a special Joe Imhauser, W . H. Cloney and R. 
session of the legislature in tw o ; Flores. 
months. 
j 
Program committee, T. H. Fisher, 
----------------------------------- 
ID s Lamnlf Arthur G. Burton, Gus 
I R ottler and Dr. J. E. Cannaday. 


ment in support of his position 
on 
the anti-beer bill, insisting upon the 
sanctity of the 
home 
and 
safe­ 
guarding its invasion 
by 
prohibi­ 
tion or other officers 
of 
the law’ 
without a search warrant. 
Re*ed had a stack of law books 
on his desk when he opened his ar- 
hall, G. F. Bryan, Sr., Peter Schank 
ler, Richard Griffin, D. S. Lamm, 
George Conser, J. B. Momberg, T. s gument about 12 
o’clock 
and he 
held the floor until 8:30, when 
he 
was relieved by Senator Stanley of 


A suit on contract 
was 
filed In 
circuit court Tuesday 
by 
Joseph 
Dinsmore against an unincorporat­ 
ed association known as the Lafay­ 
ette county fair association. 
Dinsmore, 
representing 
a 
15- 


three members 
of 
the 
executive 
board of each of the five organiza­ 
tions and several assistant grand 
officers, about twenty-five men in 
all. 
Ballots will be sent to 150,000 ac­ 
tive members of the trainm en’s or­ 
ganization, 115,000 firemen, 80,000 
engineers, 
50,000 
conductors and 
14,000 switchmen. 
W arren Stone, grand chief of the 
Brotherhood of 
Locomotive 
Engi­ 
neers; W . S. Carter, president of 
the Brotherhood 
of 
Firem en and 
Enginem en; L. E. Shepard, presi­ 
dent of the Order of Railroad Con­ 
ductors; Jam es Murdock, vice pres­ 
ident of the Brotherhood of Rail­ 
way Trainmen, and acting presi­ 
dent in the absence through illness 
of President W. G. Lee, and Thom­ 
as 
Chashim, 
president 
of 
the 
Switchmen’s Union of North Amer­ 
ica, were the chief executives at­ 
tending yesterday's conference. 
When 
the 
ballot 
is completed, 
probably within a day or two, it 
will be sent to the active member­ 
ship of the five organizations and a 
referendum vote taken. 
It was es­ 
timated that 
it will 
take a full 
month or more 
to 
complete the 
vote. 
The ballots for the referen­ 
dum must be sent to the members 
before September I, under term s of 
a resolution 
adopted 
at a confer­ 
ence in Chicago, July I, of the gen- 


Chicago, Aug. 24.— Federal inves- 
igators delving lno the affairs 
of 
Charles W . French, alleged head of 
a group of swindlers operating on 
a national scale today’s estim ated 
$12,000,000 might be Involved in the 
swindler’s activities. 
Their mani­ 
pulations, it declared, are the ^nost 
audacious ever uncovered by feder­ 
al agents and 
included 
banking 
schemes, bond manipulations, stock 
transactions and various 
business 
enterprises. 
Investigators 
were today 
con­ 
fronted with a bewildering mass of 
confessions and more startling rev­ 
elations. 
Seventeen companies and 
three banks are thought 
to 
have 
been Involved in the band’s manip­ 
ulations. . 
Those 
include 
railroads, 
toll 
roads, real estate, house wrecking, 
electrical cdn3tructlon, automobile, 
accessories, tires, 
m eat 
packing 
and marketing, printing and 
litho­ 
graphing, 
cement, 
lumber 
and 
plumbing companies. 
Three alleg­ 
ed confessions bearing on its 
af­ 
fairs are iq the hands 
of 
authori­ 
ties. 
Federal agents have uncovered a 
million and a half dollars worth of 
notes, made many arrests and 
as­ 
sert more will follow. 
Alva Harshman, for the past six 
years French’s secretary, confessed 
yesterday to 
an assistant 
district 
attorney, regarding the band’s ac­ 
tivities. 
He was released on $5,000 
bond and Is expected to be a star 
witness for th© 
government. 
An­ 
other alleged 
statem ent 
of 
the 
band’s work came from Rudolph 
Konh, h ead . of the American Rub­ 
ber company, a 
Chicago 
concern, 
while from others came statem ents 
not made public by 
the 
federal 
agents. 
« 


piece band, alleges that in June he . 
t 
.. 
entered 
into a contract 
with the eral chairmen of the organizations 


fair association to play for the L a­ 
fayette county fair, held in Higgins­ 
ville, and was to receive $100 for its 
services. 
The petition alleges that plaintiff 
was given a check but was unable 
to collect the 
money 
because of 


PETER H. HUYS CHOSEN 
DEPUTY COMMISSIONER 


MISS KENWORTHY RRIDE 
OF SAMUEL R. COHEN 


A wedding of 
Tuesday, 
August 


23, which is of interest to friends of 
the newly wedded couple is that of 
Miss Virginia Kenworthy and Mr. 
Samuel B. Cohen, both of this city, 
which took place in Kansas City at 
8:30 o’clock in the evening. 
The 
Rev. Ray M. W ilcox officiated, and 
witnessing 
the 
wedding 
were 
a 
small number of friends. 
Mr. Cohen and bride returned to 
Sedalia 
Wednesday 
morning and 
are now temporarily domiciled with 
the groom’s parents, Mr. and Mrs. 
H. Cohen, 502 North Grand avenue. 
The bride has for some months 
past been employed as stenograph­ 
er for Lamm, Bohling and Lamm, 
attorneys. 
She 
Is 
a daughter of 
Mr. and rMs. J. A. Kenworthy of 
916 W est Third street. 
Mr. Cohen is employed with the 
Cohen Junk Company. 


MARRIAGE OF SEDALIA 
COUPLE LAST MONDAY 
Peter H. Hays, for the past sev- 


lack of funds in the bank deposit of I eral months employed in the oi- 
Kentucky. 
Senators who were on [the fair 
association. 
He 
a l l e g e s j Ace of Attorneys W . D. O Lannon 
the same side of the question with j further that he has received $43 o f: aad Holmes Hall, received notice 
Reed interruptd him from time to S the amount due and asks judgment last night that he had been ap- 
1 
I _ 
. , 
• j 
tor'rr 
rv/vTwf/lonitrir era TYY ex Q TY rf flan OAITI» 
time to suggest points 
or 
empha- j for the remainder, $57. 
size points made by Reed, and oc­ 
casionally some one of 
the 
“dry” 


Perils of the sea and of the air 


SEDALIANS TO LOOK 
j 
Committees from the W. B. A. j sena^ors would interpose a dissent. 
m a M N E PRfMJDCPT t0 assist at the piCILiC 8UEPe! t(v ! I 
Once Reed was interrupted 
by 
U t t i l m in k I flu o r ti l I , held at Liberty Park on Sep em e i ^ recejpt of a message from the 
Judge H. B. Shain and J. G. Kel-|13 are as follows. 
^ ^ 
t 
president, announced by one of the 
O I 
I i i " 
o “ ct 
c il l U 
U l 
LI1“ 
a i r 
° 
* 
I 
n J 0 rn d c 
Tj - r * 
a u u u u u L U U 
u , 
Ii . . . .b i l e the ZR-* .'L il-in f 
^ 
l,v 
th* 
officers ^ wHI ,eave t° nlKh' lot K ansas 
Dance co “ “ ‘Ut f ’ ,?* 
o 
l-rcr.ICcnl s secretaries 
e n . It was while the Z R . . c rn ls in t, 
. 
. 
. 
f i t . w here then will he Ioln«l hr L 
L . B rtinJase. T. O. Sisson, 
^ ^ 
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NEW CHAPTER OF ORDER 
OF DE MOLAY FORMED 


Forty 
members 
of 
Sedalia 


pointed deputy game and fish com 
missioner of the seventh congress­ 
ional district, under State Game 
Commissioner 
Frank 
Middleton. 
The m essage was telephoned to 
Sedalia from Jefferson City 
by 
Representative Turbett. 
Mr. Hays has been an active re- 


the Humber. 
One explosion occurr- od by the dauntless men of the R-1 
T 
b 
e 
t b 
r 
e 
e 
m 
e 
n 
e 
x 
p 
e 
c 
t 
t 0 
c 
o 
m 
b 
l " n 
e 
ida Hackenyost. Almyra Smith, El 
ed as the airship was falling, aud 34. but by reason of the increased. pleasure with business, and w h ile'la Sheldon and Fred Benz. 
another after It fell into the river.; size of the more 
modern 
airship,! enjoyfng the scenery of the western ' 
-------------- -------------------- 
It is known that at least six sur - 1 its greater speed and more comfor- j citjes 
wju a ]so Investigate a gold 
Underwent An Operation 
vivors have been picked up. one table arrangements, many of 
t h e ,mine near 
Houck, 
in which M r.' 
Mrs. 
W . T. Lawhead 
of 
with a broken leg and one severely j hardships of the pioneer flyers. it^H all and Mr. Kelly have been i n t e r - South Osage avenue, 
who 
under* 
burned. 
was hoped would be avoided. 
bested several years. 
Mr. Kelly w a s went an operation 
at 
St. Marys 
The British R-34, the first dirig-1 reared in that territory and knew . hospital early this morning was re 
ible to cross the 
A tlantic, 
started [of the mine prospect in his boyhood p o rted as resting easily this atte* 


1602 


Largest Airship* Ever Built. 
____________ 
f 
_____ _____ _____ 


When the 
ZR-2 
b uried on her (Lorn E a st Fortune, 
Scotland 
on I days. 
noon. 


the Declaration 
of 
Independence 
and have it read to the senate,” re- 
markd Reed as the secretary with­ 
drew’. 
“I think it would be a good 
thing for us to listen to right now.” 
While he injected a little humor 
• or sarcasm now and then. Reed’s 
talk was for the most part earnest 
and on constitutional lines or ar­ 
gument. 
He 
insisted 
throughout 
that it was not a question of w*et 
or dry, but of human liberty that 
was involved. _ 


f i Chapter, Order of De Molay, accom- j publican in city politics, and par- 
in a copy or paQied by j p 
n n rtt supervisor, I ticularly in the third ward for sev- 


K. J .vBoyer, secretary of the advis- j ©ral years. 
His many friends and 
ory board, W. P. Staley and Dan j acquaintances will now congratu- 
Fults, members 
of 
the 
advisory j late him on his appointment, 
board, left Tuesday afternoon for I 
Deputy com m issioners will as- 
Clinton, Mo., 
where 
that 
night I semble in Jefferson City the latter 
members of 
the 
Sedalia 
degree ! part of the week for a conference 
team instituted a chapter in that j with Commissioner Middleton. 


city. 
" 
The Sedalians were met at the 
Had Tonsils 
Removed. 
train by the Clinton 
candidates, 
numbering about forty, and a par- 
Miss Helen Duncan had her ton- 
ade led by the Sedalia drum corps, (sils removed at the general bos- 
was made through the downtown p»*tal this morning, 


Miss Rosa Lee Stein wald, daugh­ 
ter of Mr. and Mrs. Fred Steinwald 
of Dresden, and Donald Middleton, 
son of Mr. and Mrs. Frank Middle­ 
ton of 219 North Prospect avenue, 
are telling their friends of their 
m arriage, which took place Mon­ 
day, August 
15, 
In W arrensburg, 
where they drove after telling rela­ 
tives and friends they were going 
to the fair grounds for the after­ 
noon and evening. 
The ceremony 
was performed by Rev. H arvey A. 
Jones, pastor of the Market street 
Methodist Episcopal church. 
Miss Steinwald, who for the past 
two and one-half years had been 
nursing at the General hospital, re­ 
sumed her duties at the hospital on 
her return from W arrensburg Mon­ 
day evening, and said nothing of 
her m arriage until Monday morn­ 
ing when questioned regarding the 
m atter, by a Democrat reporter. 
Mr. Middleton is assistant fore­ 
man of the W eber Ice Cream Com­ 
pany, 
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Old S eries 
N ew Gerton 
■VPtabll^hed 1 8 tt 
S etabU shed 19Q7 
Hie Sedalia Democrat. 
Faltered a t th e postoffice 
e t Sedalia, 
Mo., 
aa 
econd clan* m a tte r, u n d e r th e A ct of C ongree! of 
M arch 8, 1889. 
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SU B SC R IPT IO N R A T EM: 
T h e D ally D em ocrat, by c a rrie r: 
By th e w eek, 15c pay ab le w eekly, a fte r delivery* 
By th e m o nth, 65c, p ay ab le m onthly, a fte r deliv­ 
ery. 
IF PA ID IN AD VAN GBI 
F o r 8 m o n th s $1.60 In ad v an ce. 
F o r 6 m o n th s $3.19 In ad v an ce. 
F o r ft m o n th s $4.50 In ad v an ce 
F o r 12 m o n th s $6.00 in advance 
BY MAIL— 
F o r I m o n th 55c. a lw a y s In ad v an ce. 
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If a d v a n ce p ay m en ts a re n o t m ade all p a st due 
su b scrip tio n acco u n ts will lie ch arg ed for a t 
th e 
m o n th ly ra te , 55c. 
T h is ap p lies to all su b scrib ers 
to th e d t t o r by m ali. 
T h e price of T h e W eekly D em o crat 
Is 
11.60 a 
y ear, alw a y s pay ab le in ad v an ce. 
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THEY MARCHED AGAIN. 


Yesterday in St. Louis three hun­ 
dred former soldiers of the Republic, 
every one of whom had served in war 
—and the greatest war the world has 
even known—with a borrowed Amer­ 
ican Flag and a Salvation Army drum 
paraded the streets. 
For what were 
they marching? For an idea? 
For a 
political belief? For some sentiment of 
public policy? 
Or were they march­ 
ing just to show themselves off to ad­ 
miring crowds? No, for none of these 
reasons did they don their old uni­ 
forms and in the dreadful heat of the 
August day walk, four by four, 
through the thoroughfares of one of 
America’s greatest cities. What, then, 
was the cause of the outturning? 
Merely that they might, through that 
means, make a united, public appeal 
— not for financial aid, not for a bon­ 
us, not for pity or charity—not for any 
of these things—but for work; for the 
privilege of earning by the labor of 
their hands and their brains and in the 
sweat of their brows, a decent and 
honest and self respecting living for 
themselves and their wives and chil­ 
dren. 
What, you ask, are there so 
many former soldiers in St. Louis out 
of employment. What a dreadful city 
St. Louis must be! Oh, but St. Louis 
isn’t the only city in the land where 
these men are unable to obtain work. 
Like conditions exist every where, if 
reports are to be believed, and more 
and more are on the increase as the 
days go by. Are the American people 
forgetting or have they already for­ 
gotten? 
No one pretends to say that 
all former sendee men are angels. 
There were bad ones among them, as 
are to be found in any aggregation of 
human beings, but the fact remains 
that there ought not to be in all the 
country one man who followed the 
flag, who desires work, that should 
not haye it. To that he is entitled 
above all others, if to nothing more. 
Long before this St. Louis parade 
took place the Kansas City Star in an 
editorial captioned “Then and Now” 
commented on this very thing. There 
is food for thought in this editorial 
and its reproduction 
at this time is 
singularly appropos. 
It reads: 
“It has been only three years since 
Kansas City was opening its heart and 
holding out its hand to men who were 
to go across and help carry on in the 
great war in Europe. Kansas City was 
full of these fine fellows then; the 
quick step, the cheerful manner, the 
eager and expectant faces, the manly 
bearing of the young men in khaki, 
the white of the navy or the blue of 
the marines, all became familiar sights 
on the streets, at the union station, and 
especially about the soldiers’ and sail­ 
ors’ community club down at Thir­ 
teenth and Walnut streets. 
“Nothing was too good for those 
young chaps then and Kansas City 
knew it. The city asked the men into 
its homes; it took them for rides in its 
motor cars; it entertained them at 
churches and club houses, and it told 
them everywhere that it was proud 
of the representation 
both 
the city 
and the country were going to have in 
the struggle against autocracy and in 
the battle for right. 
“At this time, just three years ago, 


even the sight of a youth who had ac­ 
tually been abroad and participated 
in the conflict was an inspiration. He 
always had a crowd about him, and 
he walked under a halo of heroism. 
“That was three years ago. Today 
there are in Kansas City a few hun­ 
dred of the men 
who went across, 
helped to carry on and paid the price 
of their great adventure. 
They are 
disabled soldiers who have recovered 
sufficiently from their wounds to be 
discharged from the government hos­ 
pitals and to begin, through vocational 
training, the long course to their for­ 
mer places in business and the trades. 
“And Kansas City—that applauded 
and waved flags over these men or 
their fellows as they marched to the 
union station, that lifted its head in 
pride at sight of the young manhood 
which was unselfish enough and fear­ 
less enough to face death for a prin­ 
ciple and incidentally for those who 
stayed at home—what is Kansas City 
doing for these few 
hundreds here 
now trying to beat back to their old 
positions and to make a living for 
themselves?” 


CATTLE AND GRAIN MARKETS 


Market Quotations Furnished Patty 
By The Associated Press 


BY WAY OF EXPLANATION. 


The Democrat in its commendation 
of Representative Highleyman for his 
work in securing the Centennial for 
Sedalia intended in no manner to dis­ 
parage or ignore the service perform­ 
ed by his colleagues in the upper house 
of the General Assembly—Senator W. 
A. Collins. 
The peculiar situation of 
Mr. Highleyman, his age, the energy 
and tenacity of purpose displayed des­ 
pite this; the fact that he made the 
Centennial the one thing above all 
others to which he devoted himself; 
his being selected as one of the com­ 
missioners and made treasurer of that 
body and the further fact that when 
representatives of the Democrat visit­ 
ed Jefferson City to aid in the matter 
Mr. Highleyman 
appeared 
to have 
charge o*f the legislation, 
served to 
call attention to him more than to Sen­ 
ator Collins, and it seemed but fitting 
that some word should be said in ap­ 
preciation. Senator Collins did splen­ 
did work and was a potent factor in 
bringing about the ultimate result. All 
realize and appreciate this and the 
Democrat is very glad indeed to ren­ 
der to him the praise to which he is 
undoubtedly entitled. 


Kansas City Live Stock 


Kansas City, Aug. 
24.—Cattle— j 
Receipts 9500; market steady; best j 
heavy beef steers $9.50; light b eef’ 
steers, best $10.10; 
veal 
calves 
$8.00@8.75; stockers $3 to 6. 
j 
Hogs—Receipts 5500; market IG 
to 25c higher; top $9.15; bulk, me­ 
diums and 
heavies 
$7.75@9.00; 
choice pigs $9.00. 


Stomach Trouble. 
There are man*' who should b_ 
greatly encouraged to know that 
stomach 
troubles can be cured. 
Mrs. T. E. Hulling! r, 
Mansfeld. 
Ohio was sick for three months 
• with stomach trouble and constipa­ 
tion. ' he saw Chamberlain’s Teb- 
lets advertised and decided to try 
them. Let her tell it. “The first 
dose did me more good than all of 
the 
medicine I had 
previously 
taken and by taking two bottles of 
the tablets I was positively cured” 
Advertisement 
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St. Louis Live Stock 


LODGE VERSUS LODGE AGAIN. 


Recently when Senator Lodge was 
accused by Senator Harrison of hav­ 
ing insisted that the senate had a right 
to have its way in advance of an ac­ 
tual signing of the Peace Treaty, the 
Massachusetts Senator replied: 
“That was not the case. I have said, 
and with some energy, that we were 
entitled to have all the information 
about the negotiations 
(with Ger­ 
many) after the treaty was present­ 
ed.” 
On March 19, 1919, Senator Lodge 
in his debate with President Lowell 
of Harvard University said: 
“If the President had laid that draft 
before the senate as other Presidents 
have done; if he had said to the sen­ 
ate, ‘I submit this 
draft to you for 
your advice, I hope for your approval 
and for such suggestions as you may 
have to make,’ he would have had the 
amendments laid before him to pre­ 
sent to the Peace Conference in Paris. 
The battle would have been more than 
half won by the mere submission.” 
This speech, made before the first 
draft of the Treaty of Versailles was 
completed, proves the truth of Senator 
Harrison’s charge and the falsity of 
Senator Lodge’s denial. 


East St. Louis, 111., Aug. 24.—Cat­ 
tle—Receipts 
5500; 
market dull; 
cows $3.50@4.50; veal calves 
top 


$10.00. 
Hogs—Receipt. 8000; market 15 
to 25c higher; top $9.70; bulk, light 
and mediums $9.50@9.60. 


CONVICT CHAUFFEUR OF 
HYDE SAVES A GIRL 


Kansas City Produce Market 


By Associated Press. 
Kansas City, 
Aug. 22.—Charles 
Fromme, under sentence of life im­ 
prisonment 
following 
his convic­ 
tion 
on a murder 
charge 
in St. 
Louis, saved Miss Elizabeth Camp­ 
bell, 17 years old, from drowning 
last Friday, according to word re- 
} ceived here today. 


Money-Saving Program Offers 
Attractive Thrift Suggestions 


% 
Bandeaux - Petticoats - Corsets 


ALWAYS SHARP 


The first Eversharp sentence you 
stroke will convince you that here 
is a pencil which makes writing 
easy. 
You will experience, too, a 
genuine pleasure in the artistic ap­ 
pearance of Everstiarp. For, like a 
well made watch, it is built with 
jeweler skill. 
And—it is designed 
to last a lifetime. 
You can buy 
Eversharp right here at our store 
in the very size and style you want. 
We sell the genuine. The name is 
on the pencil. 


The Largest Stock In Sedalia At 


£\ ERS HARP 


__ 
“ 
The rescue occurred at Roaring 
ansas City, Aug. ^4. 
Butter 
jjjjver, Mo., an Ozark resort, where 
Cleamer} 41c. 
j Fromme, who acts as chauffeur to 
Lggs 
Unchanged. 
J Governor Hyde had gone with the 
governor and family. 
* 
Kansas City Grain Market 
Kansas 
City, 
Aug. 
24.—Cash 
wheat I to 5c higher. 
Wrheat—Receipts 348 cars; No. I 
hard $15.00@1.28; No. 2 hard $1.18 
Ca 1.29; No. I red $1.1301.23; No. 2 
red $1.12@1.22. 
Corn—No. 2 white 
45c; 
No. 3 
white 44c; No. 3 mixed 45c. 
Oats—No. 2 white 32@)32%c; No. 
2 mixed 35c. 
Rye—91@92c; Barley 50@51c. 
Hay—Unchanged. 
Choice alfalfa $22.@23; No. 
I 
prairie $12.@12.50; No. I timothy 
$14.00; No. I clover $11.00@12.50. 
Wheat—Sept. $1.08 3-8; Dec. $1.- 
11@1.08. 
Corn—Sept. 42 5-8c; Dec. 45 7 8c. 


In Praise of Chamberlain’s Colic 
and Diarrhoea Remedy. 


“I cnir ot 
speak to highly in 
praise of Chamberlain’s Colic amt 
Diarrhoea Remedy” writes 
Mrs. 
C l *rie Framer, 
Zanesville, Ohio. 
“It has b'o* used by myself and 
husband for cholera morbus and 
other forms of br- ret trouble foi 
tho past fifteen years. It never 
fails to give roliff.” 
Advertisement 


Chicago Grain Market 
Wheat—Sept. open $1.17% to %; 
high $1.19%; low $1.17%; 
close 
$1.18 to %; Dec. open $1.19 to %; 
high $1.21; low* $1.18%; close $1.19 
to %. 
Corn—Sept. 53%c; high 54 3-8c; 
low 53%c; close 54 1-8 to 1-8; Dec. 
53%c; high 54%; low 53 5-8e; close 
54 to 53 7-8c. 
Oats—Sept. open 34 
1-8 to %; j 
high 34%c; low 33 
7-8c; 
close 34 I 
5 sc; Dec. open 37c; 
high 
37%c; 
low 37c; close 37%c. 


For Dysentery and Flux, 
It. E. Brawer of Dixie, 
Brooks 
Co., Ca. hag used Cham oerla in’s 
Colic and Diarrhoea Romedy for 
years and says ho finds it to be 
one of the best family medicines 
of his knowledge, fia t it is the 
best medicine he cvrr saw for dy­ 
sentery, flux and kir dre.I diseases. 
When ur.oJ for dysentery castor 
oil inst also be given. 
Advertisement 


Watch Your 
Children’s EYES 


To neglect your children’s eyesight, 
is to incur a grave responsibility. 
Have us examine them, that you 
may learn their true condition, and 
whether or not glasses are neces­ 
sary. 


Bad Eyes Made Good 
Our one aim is your. entire 
satisfaction . 
Alfred L. Dickman 
Optical Specialist 
its Ohio St. 


Boned with 
‘Willowbone” 


New Styles 
“Lady-Lyke” Corsets 
Pink and White—All Sizes. 
Firmly Stitched and Boned. 
98c to $2.98 


Boned with 
“ Willowbone” 


New Bandeaux 


o n . 
Prettiest of Bandeaux, of- 
for a wide choice of styles 
and materials—new Tricot mesh, a 
dainty pink brocade or cotton 
faille. Some models are hooked in 
front, others are closed in the back. 
Full range of sizes and attractively 
trimmed. 
. ; - ■> 


Muslin P etticoats......................79c 
Pink Crepe Night Gowns-----$1.39 
Nainsook Bloomer Drawers 
69c to 98c 
Env.elope Chemise 
89c to $1.39 
Ladies Hose ,black, brown 
w h ite ...........................10c pair 
Ladies Pure Silk Hose..............98c 


‘■Incnrpom trd 
312 DEPARTMENT STORES 
Sedalia, Mo. 
WW" 
ES.W9 
IncorperuUd 
312 DEPARTMENT STORES 


Revival at Elk Fork. 
church. This is 
one of the best re- j 
The Elk Fork Baptist church 
has vivals that this church has had in j 
recently closed a revival which re- many years. 
Rev. F. C. Neeley is 
suited in a large number of 
con- the pastor. He was assisted in the 
versions 
and 
additions 
to 
the meeting by his son. 


Marriage License Issued 


Earl D. Thompson 
and Nettie 
Clay Taylor, both of Sedalia,. 
An August Clean-Up Sale 


These last few days in August will work a general cleaning up of a great many lines of sum­ 
mer goods and the introducing of many of the new ones for Fall—Very special bargains will 


prevail fpr these days— 


Guaranteed Taffeta 
Embroidered Geor­ 
gette Crepe 


Striped Crepe Satin 
Charmeuse 


Crepe Meteor 
Special At Yd. 


$2.50 


Satins & Taffetas 
Very Special 


$1.50 


Crepe-de-Chine 
Shirting 


Special 


$1.95 


See our line of Strip­ 
ed and plaid Skirtings 
for Pleated Skirts. 


SHOWING FALL GINGHAMS— 


Splendid line (over 150 pieces) in solid colors—plaids—and the new block 
checks—all new fall styles and 
25c 
selling now at y a rd .................................................................................. 


A special line very good for house dresses and school wear 
1 5 c 
selling now a t ........................................................................................... 


Best Calico — 
. .10c 


Ladies White Fibre 
Silk Hose 
4 5 c 
special a t ........ 


All the new ideas in 
Ladies Novelty Silk 
Hose in all colors— 
The 
prices 
range 
$2.50 
up 
from 


The best values on 
the market in chil­ 
drens Black, white 
and Brown 
O jjr 
Hose ............... 


Apron Checks .I2 l/zc 


We Give And 


Redeem Your 


Surety 


Coupons 


Ask For 


Them With 


Each 


Purchase 


Percales ..............20c 


Dotted Swiss and Em­ 
broidered organdies- 


very special $1.00 
at, yd............. 


Yard wide Sateen in 
every color—our new 


Notions- 


Purse Special 
AA 
s t 


price is 


yard .. 
35c 


Very special values in 
W hite Goods 


One lot special Bags 
“ ^ 
$2.00 


Middy Ties—in 
all 
colors 
OC _ 
at ..................... 


Men’s Handkerchiefs 
—a very special <M 
value at, 3 for___ 
Men’s 75c Silk C A . 
Handkerchiefs 
Ladies Handkerchiefs 
at 
2 
3 f o r ................. 
Buttons — very good 
5c 
at 
dozen 


Very Special 
Prices 
On Krinkle 
Spreads 
MEUSCHKE D. G. CO. 


“SEDALIA’S PROFIT SHARING STORE” 


11 u{ I i i i i it u l u r 11.1 i i i u .tit i t.rn Pit 


PAGE THREE 
against .1 os*‘pii N. Devine, alleging 
ties* Ilion, 
lire couple were m arri­ 
ed In Muskogee, Okla., February 
12, 1913. 


m e a s u r e e s t i m a t e d t o c u t 
EIGHT HUNDRED AND EIGH­ 
TEEN 
M ILLIO N 
DOLLARS 
FROM 
N A T IO N ’S 
TA XATIO N 
BURDEN IS TO BE SENT TO 
T H E SENATE M O N D A Y - N U M ­ 
EROUS CHANGES 
PROVIDED 
FROM PRESENT TAX LEVIES 
INCLUDING REPEAL OF MANY 
NOW IMPOSED. 


LINCOLN NOTES 


/ Ford 
Was Right 
Whin 
He Said: 


‘The Tractor will enable the farmer to 
work fewer hours in the day, giving him 
more time to enjoy life. I believe the trac­ 
tor will make farming what it ought to be 
—the most pleasant, the most healthful, 
the most profitable business on earth*.** 
This tractor has done much—very much— 
in bringing true Mr. Ford’s prophecy; for in 
it is a machine which has harnessed one of 
the most dependable, efficient, adaptable, 
economical sources of power in the world— 
a machine that saves from thirty to fifty 
per cent of tile farmer's time — a machine 
which many fanners claim plows, harrows 
or drills as much ground in the same time 
as four, six or even eight horses. And more 
—a machine that takes care of every power 
job on the farm. 
Call and let's talk it over, or telephone or 
drop us a card and we will bring the facts to you. 


MEL T. HENDERSON 
FORDSON AGENT 
2nd & Moniteau 
Sedalia, Mo. 


married Thomas Leonard, 
“Cen­ 
tral P ark’s hondsomest 
mounted 
cop.” last October. 


NER AT HORSE SHOW 
T H E BRIDE OF GROOM 


Chicago, 
Aug. 
24.—Announce­ 
ment was made yesterday of the 
m anage June l l of Miss 
Edith 
Beaver VZ ebb of New York City, 
daughter of J. B. Webb, financier. 
Lo George Miles, groom at 
the 
Lake Forest estate :f Benjamin 
Behr. 
Tho couple met four days 
before the wedding, when 
Miss 
Webb took second prize 
at 
the 
South Shore Country Club Horse 
Show. 
They are living, in a cot­ 
tage on the Behr estate. 
Mrs. Miles is a sister of Miss 
Louise Webb cf New York, who 


Had Bilious Attacks. 
“Soe time ago I had indigestion 
and frequent bilious attacks. 
I 
I procure I a bottle of Chamberlain’s 
| Tablets and was greatly surprised 
by the quick beefit I received from 
a few doses of th 'rn. One bottle 
cured me as I have not had any re­ 
turn cf them ” writes Mrs. Kila 
W right Chillicothe, Mo. 
lf you 
have an > trouble with your diges­ 
tion give these 
tnrlctr. a trial. 
They will do you good. 
Advertisement 
HOG SALE 
At ray farm lo miles south of Warrensburg, 41/_> 
miles northwest of Leeton, Mo., on 
SATURDAY, SEPTEMBER 3,1921 
Beginning at One O’clock. 
94 Head of Pure Bred Spotted Poland 
China Hogs 
‘20 Sows hi ed to Royal Paul No. 39975. His sire Royal 
Arch No. 18243, first prize pig at Mo. Stale Fair 1919. 
ll Fall Gilts 
3 Yearling Boars 
CO Spring Pigs. All can be recorded. 


C. E. HARDING 


LEETON, MO. 
R. A. HARKLESS, Anet. 
PORTER WM. BAKER, Clerk. 


Phones 


McLa u g h l i n b r o s 
UNDERTAKERS 


DIED, 


ADMINISTRATION SALE 
Oar New Chapel 
THE more general use of our 
Chapel is Hie result of the 
recognition of its superior ap­ 
pointments and convenience. 
Lady Assistant----- 
Cadillac Ambulance 
Guest Rooms 
No charge for hearse on city 
funerals, 


The Dr. J. F. Robinson’s Estate, 5 Miles Northwest 
of Windsor, Mo., 


Tuesday, August 30, 1921 


The following personal pi’operty: 
76 Head Durham Cattle 
44 Mules, all ages 
39 Horses, Draft and Harness 
4 Stallions 
20 Head Jacks and Jennets 
60 Head Stock Hogs 
Harness and farm Implements of all kinds 


TERMS CASH. 


If the baby Burrers from wind 
colic, diarrhoea or summer com­ 
plaint, give it McGee’s Baby Eli­ 
xir. It is a pure, harmless and ef- 
(B c tiv s r e m e d y . Price, 35 and 60c. 
Sold by W. E. Bard Drug Co. 
Advertisement 
UNDERTAKERS 
t i t - b a t t o . O M * Am* 
Established 1880 


Jas. L. Robinson 


C. A. LOGAN, Administrator. 
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NCU 
WITHDRAWAL OF ... 
► AMENDMENT ON 
. 
CONFERENCE 


THE SEDALIA DEMOCRAT. TODAY, ATOPST ai. 1921 


Divorce Suit Filed. 


A divorce suit was flted in cir­ 
cuit court Monday morning by An­ 
na Miller against Frank Miller, al­ 
leging general indignities. 
P lan ­ 
et it! asked tor 
the 
restoration of 
lier yiaiden name, Anna Wright. 


IRISH REPUBLICANS 
DIVIDED PARLEYS 
ON PEACE TERMS 


'TEM PERAN CE w o r k e r 
SECRET NEGOTIATIONS ON 


HELD o n m u r d e r c h a r g e , 
t r e a t y 
w i t h 
g e r m a n y STORMY DEBATE 


OVER SHELVING OF 
SOLDIERS' BONUS 


By Associated Press. 
Adrian, Mich., August 23.—Mr 
Mattie 
Kirby, 
prominent 


SENATOR 
HARRISON 
PRO­ 
POSES TO OFFER SEPA RATE 
RESOLUTION FOR OPEN SES­ 
SIONS 
ON 
T H E 
D ISA R M A ­ 
M E N T 
CO N FER E N C E — SE N­ 
ATOR LODGE 
DEFENDS 
A T ­ 
T IT U D E 
IN 
OPPOSITION 
TO 
A M E N D M E N T , 
W H IC H 
WAS 
W IT H D R A W N 
IM M E D IA T E L Y 
LEFORE VOTE. 


Marriage License Issued. 


Paul W. K 
Arnold, both 
nim and Helen 
of Springfield, Mo. 


By Associated Press. 
Washington, August 23 
Because 
of the opposition of Senator Lodge, 
one of the delegates to the disarm­ 
ament conference Senator 
Harri­ 
son, democrat, Miss., today with­ 
drew his amend pent directing the 
A uteri can deifical ion 
open session tv 
This announcement 
expectedly bv Senator 
1 lie moment the senat 


TENANTING ON 
MISSOURI FARMS 
SHOWS DECREASE 


STILL 
CONSIDER 
REPLY 
TO 
BRITISH OFFER OF DOMINION 
STATUS — E X E C U T IV E COM- 
M IT T E E OF SINN FEIN HOLDS 
SESSION 
W H IL E 
IRISH 
RE­ 
PUBLICAN P A R L IA M E N T CON­ 
T IN U E S 
ITS 
SECRET 
SES­ 
SIONS. 


Washington, August 23.—Reports 
rs. J f r o m Berlin that the treaty nego- 
, 
. . . 
-tate S Cations between the German gov- 
| temperance 
worker, charged with i eminent and the 
United 
States 
j the murder of a child horn July 4 i were being conducted 
with secrecy 
I to her unmarried 
daughter, 
was were confirmed today by 
bound over to trial today to thpiment officials. 
govern- 
to trial today to the j merit officials. 
This was coupled 
October term of circuit court. 
jwith a declaration that secrecy is 
Her bail was fixed at $5,000. 
i the usual procedure in negotiations 
~ 
such nature. 


afternoon by G. W. Cook and B. W . , 
Flamed, partners, doing 
business I 
under the firm name of Cook and I 
Warned, against Henry Gieschen, i 
alleging that they are entitled to j 
I£262.50 commission for securing a' 
I 
I 
I purchaser for 20 acres 
of 
land,j 
i owned by Mr. Gieschen, on 
tilt 
'Boonville road. 


WHITE AWARD TO 
STAND PANAMA 
WAS INFORMED 


REPORTED T H E F T OF 
AUTOMOBILE TO 


of 


POLICE [BIRMINGHAM AGREES 
TO SURRENDER OFFICE 


By Associated Press. 


Jefferson City, 
Farm tenantry 
in 
Mo., Aug. 23.— 
Missouri is de- 


J. R. Mulchey of 413 South En- 
jgineer avenue, reported to the po­ 
lic e late Monday 
night 
that his 
.1920 model five passenger Buick 
j was stolen from in front of his 
o f'home early that evening. A reward 
j of $25 has been offered for the re- 
. 
, , 
I oovery of the car. 
I gathered here to frame the reply j 
■— -■ ~ ^ , — 


Dublin, 
the Irish 
August 23 —Members 
Republican 
parliament 


on tilt 
status 
British offer of dominion • 
for 
creasing. 
This fact is evidenced ] ties 
in a bulletin issued today by Com-!**1*11 


Ireland, divided activi- 
today between the secret Res­ 
et the parliament 
and 
the 
to 
(ti maud j missioner 
tale Bureau 
was made un- 
Harrison ai 
was a boul 
ready to vote on his proposal, in­ 
cluded as a part of a bill appro­ 
priating $200,000 for expenses of 
the conference. 
Senator Harrison 
declared, however, he would bring 
pp the question again in a separate [number operated 
by tenants 
resolution 
and 
hoped 
Senator 
Lodge would see fit to support it. 
“in. opposing 
my 
amendment” 
said Senator Harrison “I suppose 
Senator Lodge is merely express­ 
ing the views of President Hard­ 
ing and I do not desire 
to 
em­ 
barrass him at this time. 
Characterizing 
the 
Versailles 
treaty “as the greatest 
menace to 
the world today,” Senator Borah, 
republican, 
Idaho, 
declared 
Hie 
first s t e p toward its 
negotiation 
was secrecy. 
He argued for open 
sessions. 
Senator Lodge* in opposing the 


JiarrlSKi! amendment 
declared 
ii 
was “wholly ont of place and fur- 


William ll. Lewis of the 
of Labor statistics, 
showing that the number of farms 
iii I he state operated by tenants at 
the clo: e of 1920, was 8.7 per cent 
smaller than the number of farms 
operated by tenants iii 1910. 
The number of farms 
operated 
by tenants in 1910, was 82,958, a c ­ 
cording to the bulletin, while the 
in 


CURA S, HAMON 
IS THE BRIDE OF 
A FILM DIRECTOR 


By Associated Press. 
Jefferson City, Aug. 23.—“Tim” 
Birmingham, state fish and game 
warden, today 
agreed 
to vacate 
that office to Frank Middleton, ap­ 
pointed by Governor Hyde. 
Under 
liie agreement Birmingham and his 
deputies are to receive their sal­ 
aries up to August 16. 


HARDING 
BOTH 
DENOUNCED 
A N D .DEFENDED FOR OPPOSI­ 
TION TO PASSAGE 
OF 
BILL; 
T H E PAST M O N TH— LA FOL-i 
LE TTE BROUGHT ON W R A N ­ 
GLE IN REFERRING TO RES­ 
OLUTION PRESENTED HOUSE 
BY REPRESENTATIVE 
COCK­ 
RAN. 


I FARM AGENT TO GIVE 
CULLING DEMONSTRATION 


meeting cl tile executive commit­ 
tee of the Sinn Fein. The meetings 
were in the mansion Iiouse and it 
was believed both would concern , 
themselves with the attitude taken j 
by the Irish republicans toward the j 
terms la iii down by Prime Minister! 
Ardmore, 
Ok., 
Au 
Lloyd George as a basis of settle-1 Smith Ha mon 
Ii dent of the Irish controversy, 
j 
Meeting of the Simi Fein execu­ 
tiv e committee had been placed un- 
1920 was 75,727. 
This decrease n i(der the ban by the British govern- 
represents a decrease of | 
and so far as known the pro­ 
hibition was never lifted. 
When it was announced the com­ 
mittee would meet, there was some 
apprehension crown 
forces would 
interfere, but up to this morning no 
intimation had 
been 
given 
that 
British 
authorities 
in 
Ireland 
frowned on the proposed assembly. 
Considerable 
speculation 
wras 
caused here last night by delivery 
of a message to Mr. De Valera by 
Monsignor Edward Mulhern, bishop 
of Desmore. 
It was asserted the 
message had come from Cardinal 
Logue, head of the Catholic church 


tenantry 
Ll pm cent considering the total j 
number of farms in the state. 
Iii ! 
1910, 29.9 per cent of the total num­ 
ber of farms in the state wTas oper­ 
ated by tenants, while in 1920, 28.8 
per cent were operated by tenants. 
The bul lei in further shows thai 
I he tolal number of farms in the 
state has 
decreased 
5.1 per cent 
during the past ten years, indicat­ 
ing that farms becoming larger in 
acreage. 
In 1910, there were 277,- 
241 farms in the 
state, 
while in 
1920, there were only 263,004. 
This decrease in the number of 


tiler bcd manners 
and 
‘that he farms operated by tenants during 
would not he guilty of this attitude the past ten years, has decreased, 
toward the great lotions invited the total number of farm acres op- 


farms is further indicated by the Pn Ireland, but there was no further 
fact that although the number of 


here to participate in 
the 
con­ 
ic rep. co. ' 
• President M illen who ha'* great 
capacity for making new phrases,” 
said the republican leader, “used 
ilie expression” 
open 
covenants, 
openly arrived at,” and gave the 
impression that everything in Paris 
would be done on the sidewalk. 
When he reached Paris he found, j 
of course, he had to 
deal 
w ith I 
thirty powers, which referred cor-1 
tain questions to committees in 
eluding the big four, which got 


crated by tenants has increased. In 
1910, the number of acres operated 
by tenants was S.772.162, while the 
number in 1920 was 9,423.435. The 
number of acres owned and operat­ 
ed by the owners 
has 
decreased 
from 25,591.248, in 1910, to 24,686,- 
797 in 1920. 
In valuation the amount of land 


information relative to the origin 
of the message, except that it came 
from “highest authority.” 
It was 
declared in some quarters that the 
Irish clergy was urging such ac- 


23.—Clara 
was married in Los 
Angeles late yesterday lo John Gor­ 
man, according to a telegram re 
reived that evening by her sister, 
Mrs. V. I). Walling, at Wilson, Ok 
The message said: 
“Married John Gorman, 4:30 p. 
rn. 
Wonderful 
man 
and 
good. 
Clara.” 
Mrs. Ham on several months ago 
was acquitted of a charge of mur­ 
der in connection with Hie death 
of Jake L. Hamon, Republican Na­ 
tional Committeeman from 
Okla­ 
homa, who died as a result of a 
pistol wound. 
She was arrested in 
Mexico after a sensational pursuit 
and returned to Ardmore, for trial. 
On the witness stand Mrs. Hamon 
admitted having shot Hamon, but 
said she did it atter she had been 
attacked by him. 
Mrs. Hamon has been 
making 
a film under Gorman’s direction. 
The marriage came as a surprise 
to Mrs. Walling. 
Only once in a 


JOHNSON COUNTY 
FARMER HELD ON 
MURDER CHARGE 


By Associated Press. 
Washington, August 23.—Presi­ 
dent Harding’s appearance before 
the Senate lust month in opposi­ 
tion to passage of 
the 
soldiers’ 
bonus bill started a storm of de­ 
flate in the Senate last night when 
the Shipping Board deficiency bill 
was being considered, during which 
his course was criticised aud de­ 
fended. 
The discussion was start­ 
ed by Senator LaFollette (Rep.) 


County Agent William T. Angle 
will begin a series of poultry cul­ 
ling demonstrations in the county 
on September I, and he hopes to 
visit every school district in the 
county. 
Committees desiring demonstra­ 
tions may w’rite the county agent, 
and dates will be set and arrange­ 
ments made for the place of meet­ 
ing. 
The purpose of the demonstra­ 
tions will be to enable poultry rais­ 
ers to cull their own flock, and get 


i rid of the non-laying hens. ' 


U N IT E D STATES W IL L ACT TO 
P R EV EN T ANY 
HO STILITIES 
ARISING 
OUT 
OF OCCUPA­ 
TION 
OF 
COTO 
REGION BY 
COSTA 
RICA — AMERICAN 
NOTE 
SENT 
JANAMA 
GOV* 
ER N M E N T 
MAKING 
CLEAR 
POSITION TA KEN . 


By Associated Press. 
i 


Aug. 
-The 


’rom the 
nal. 
Warrensburg Star-Jour- 


Dublin, 
Aug. 
23.—The “hier­ 
archy,” as 
the 
Roman 
Catholic 
church is known in Ireland, has in- 
in the hands of tenants has increase- itervened in the Irish peace negotia- 


! their owners, according to the bill­ 


ed over 90 per cent during the last 
ten years, while the amount in the 
j hands of ow ners has increased over 
0 per cent:. 
down I think, to the Dig throe." 
f Over seventy per cent of all the 
••Whether President 
Wilson 
is! ff rms m the sta,e are operated by 
justly criticised the fact is the re­ 
ports wore censored and American 
news was not allowed in Paris, and 
Paris news not allowed freely 
to 
come here. 
After the treaty w as, 
made we were 
not 
even 
then j 
allowed to know what had happen- j 
cd u n til the question of Yap arose 
about a year later, and then Mr. 
Wilson sent certain notes to the 
foreign relations committee. 
Senator Lodge said it had been 
the invariable practice to bring im­ 
portant measures taken up by com­ 
mittees behind dosed doors. 


tions. Most Rev. Edward Muthern, 
lord bishop of Drenmore, came to 
Dublin last night with a message 
from the “highest authority,” which 
he delivered to Eamonn De Valera 
and the other Simi Fein leaders. 
There were 
long 
consultations 
!letin, as compared with 69 per cent 
over the message, 
i in 1910, making an increase in the 
Asked whether 
the 
message 


j number of 
farmers 
owning 
and came from “the cardinal,” 
meaning 
(operating their own farms of over 
j Cardinal Logue, the primate of Ire- 
! I per cent. 


SPECIAL AWARDS TO 
SCHOOLS ANNOUNCED 


FARMERS GIVEN 
OPPORTUNITY TO 
GET EXPLOSIVES 


The IT. S. War Department has 
turned over 12,50(V,000 pounds of 
pit ie acid to tim IT. S. Department 
lot Agriculture to he distributed at 
Thp following are the Centennial jfosl "trough the Bureau of Public 
awarded in the educational jBoads, among the various stater;. 
Missouri has been given an allot­ 
ment of 480,000 pounds. 
The ma­ 
terial is put up in 0 ounce cart­ 
ridges. These 


at the Missouri State 
special, 
department 
Fair: 
Drawing of evolution 
of 
trans­ 
portation in Missouri in IOO years: 
St. Joseph schools, first. 
Columbia schools, second. 
Sedalia schools (Broadway) sec­ 
ond. 
Models 
showing 
evolution 
of 
transportation 
in 
Missouri in IOO 
years: 
Columbia schools, first. 


j U. .W are equivalent in ex­ 
plosive power to the 
regular 
8 
ounce sticks of dynamite. 
It must 
be used for land development only 
and not more than 1,000 pounds 
will be sold to any one person. 
The delivered cost of this war 
salvaged pixie acid 
will 
depend 
upon 
handling 
costs 
includin 


tion by the parliament that would j letter had she referred to Gorman, 
preclude resumption of warfare be-'then casually mentioning that he 
tween the republican 
forces and was a director of 
her 
company, 
British soldiery or constaulary. 
which was formed in Fort Worth. 
Tex., some five months ago, and 
which started filming the picture 
portraying her life during the lat­ 
ter part of May. 
That a love affair might be the 
outcome of making the picture was 
hardly thought of, 
according 
to 
iMrs. Walling. 
Following the trial 
| Mrs. Hamon has shown little inter­ 
e st in men and their affairs, Mrs. 
|Walling said, and it was thought 
I that she would devote her 
time 
I after Hie making of the picture to 
missionary work. 
Following the trial in Ardmore 
in March, she made the statement 
to newspaper correspondents that 
she would never marry, despite the 
I act she said she had received hun­ 
dreds ol proposale of marriage, in 
person, by letter and by telegram 
lrom ail parts of the country. 
Mrs. Jake L. Hamon, widow of 
the national committeeman, is no 
longer a resident of Ardmore and 
is now said to he living in the east. 


jland, 
a priest 
who 
accompanied 
j Monsignor Mulhern replied in the 
j negative. 
This was considered in 
some circles here as possibly mean­ 
in g that Rome had intervened. 


PLEADS RETURN OF 
PORTION OF HIS 
LOST FORTUNE 


Models of dwellings showing the | 
f 
a n d 
other transportation 
progress in architectural construe- i 
tion in IOO years in Missouri: 
Sedalia schools I Prospect, grade 
8) first. 
Models of wearing apparel show­ 
ing mode of dress iii IOO years in 
Missouri: 
Sedalia schools (Prospect, grade 8) 
first. 
Drawing 
of 
wearing 
apparel 
showing mode of dress in Missouri 
in IOO years: 
Pleasant Hill high school, first. 
The awards consist of certifi­ 
cates signed by the governor of 
Missouri. 


charges. It is delivered f. o. b. cars 
at Sparta, Wisconsin or 
Gallup, 
New Mexico, at the cost of cart- 
ridging 
which 
is 6 
cents 
per 
pound. 
The 
maximum 
delivered 
cost in Missouri ought not to be 
above 12 cents per pound, even 
when it must be hauled by truck 
from a central point 
to 
outside 
points of delivery. 
The first orders received will be 
j shipped 
from Sparta, 
Wisconsin, 
which will mean a saving of over 
12 cents a pound in freight charges 
as against the 
later 
shipments 
A picture was taken of the dwel-j which will come from Gallup, New 
lings representing the history of Mexico. 
Missouri in HK) years, same to be j 
Every farmer in Penis 
county 
used in the Centennial scrap book who wants some of this explosive 
being compiled by Mrs. La Flesh, j for 
shooting 
stumps, 
stones 
or 
A’ uuplieate of one of the certify I ditches fill out the following form 
cates signed by the governor will ,aDij majj jT immediately to Secre- 
aiso he placed iii the book. togeth-1 jary pet tis County Farm Bureau, 
er with a Centennial poster made j 
by James Chappnian of the sixth j 
irade, Prospect school. 


BODY OF SLAIN WOMAN 
AGAIN IS IDENTIFIED 


By AssociJ 
Granite 
The body 
Gilliland, 


ited Press. 
City, IU., August 22.— 
identified as Mrs. Serena 
20 years obi. who later 
was found working as a waitress in 
Cincinnati, today was identified as j 
Mrs. Nora Dorman, following the j 
arrest of hor husband. Arthur Dor­ 
man, and son, John 16, at Junction. 
Warrants charging murder 
bnwi issued against the eldei 
younger I Aor man. 


Sedalia. Missouri. 
Unless we can 
make up a carload order in this 
and adjoining counties it will not 
be possible to get the material at 
all. 
It is handled o n l y in carload 
lots. 
P ate............................................. 
Secretary Pettis County Farm Bu­ 
reau : 
In case you secure a carload of 
war salvaged pirie acid, I will take 
....................pounds provided it does 
not cost over 12 cents per pound. 
It is understood that I will actually j August 


By Associated Press. 
Chicago, Aug. 23.—Begging the 
return of “at least a little of the 
millions—to he 
exact—$2,500,000” 
alleged to have been obtained from 
him 
by 
John 
W. 
Worthington, 
Charles W. Fr<#ich and their assoc­ 
iates, a letter from Z. W. Davis, a 
a1 irector of the Winton Automobile 
company of Cleveland, 
forms the 
latest link in the evidence 
being 
woven about the 
band of alleged 
swindlers now’ under federal indict­ 
ment. 
The latter was intercepted by 
government officials. 
It was ad­ 
dressed to French at a Chicago 
loop hotel, where a suite maintain­ 
ed by French was raided yesterday. 
Federal officers recovered securi­ 
ties valued at a million dollars in 
the raid. 
Davis’ letter dated Aug­ 
ust 5 was a plea for his wife and 
children. 
Left 
without 
aid from 
those who obtained his fortunes the 
Cleveland former millionaire, de­ 
clared he would be “forced to the 
only alternative, suicide.” Davis is 
also president of the Diamond Port­ 
land Cement Company of Middle- 
branch, Ohio, and the Globe Stove 
Company. 
Worthington, 
French, 
Owen T. Evans and Alva Harshman 
are under indictment. 
Davis is al­ 
so under Indictment but has pho- 
tested he was made a dupe by the 
leaders of the rinj.________ 


TWO HUNDRED' GARS 
OPERATED AS “JITNEYS” 


SAYS DEFECTS DELAY 
FLIGHY OF DIRIGIBLE 


By Associated Press. 
Howden, Eng., Aug. 23.—The di­ 
rigible Z R-2, purchased from Great 
Britain by the United States, com 
xuenced a trial trip at 7:10 o’clock 
this morning. 
British and Ameri­ 
can aerial officers were in charge 
ol the big baloon, which will start 
its Hight to America as 
soon as 
practical. 


lave 
arid 


Nearly 200 automobiles, operat­ 
ing as “jitneys,” were in Sedalia 
tile past two weeks, carrying pass­ 
engers to and I rom the lair giounds 
according to the number ol city li­ 
censes issued by City Clerk N. L. 
Nelson. Since the first of May two 
hundred and live taxi licenses were 
i.-sued, fifteen or twenty of which 
were for trucks. 
Of this number 
57 were issued between May I and 
I, leaking a total 
of 14S 
pay six cents per 
pound in addition ' which were taken out 
especial!} to 
to freight 
actual handling costs—the latter to 
(be not more than 
one cent a pound. 
(Name 
..................................................... 


London, 
Aug. 
23.—Unless 
the 
dirigible ZR-2 sails for the United 
States during the next thre or four 
weeks, she probably will have to 
wrait until next year because of 
weather 
conditions, 
according to 
the Observer, which asserts that 
defects in the dirigible, which had 
been kept secret for four or five 
weeks, are no longer a secret. 
During the first trials of the ZR-2 
the newspaper says, a tendency of 
the great 
balloon 
to “hump” de­ 
veloped, and an inspection revealed 
that certain girders had bent and 
that lattice work had buckled un­ 
der the strain. Remedial measures 
were taken, including considerable 
reinforcement of 
the 
framework 
along much 
of the airship’s 695 
feet of length. This involved addi­ 
tional 
weight, 
the 
newspaper 
states, and a slight decrease in the 
load the dirigible can lift. 
In addition 
to this structural 
trouble, the Observer asserts, the 
ZRr2 has been handicapped by en­ 
gine trouble, but it adds that the 
element of weather 
is 
the 
one 
which is causing the present delay 
iii the final tests. 


W IL L CLAIM BURCH WAS 
ENAMORED OF WOMAN 


and transportation anti [carry passengers for fair weeks. 
In addition to the state license 
and city license, a special $15 is 


By Associated Press. 
Los Angeles, 
Cal., Aug. 
23.— 
When Arthur C. Burch and 
Mrs. 
Madalynne Obencliain face a jury 
here for trial 
on 
an 
indictment 
charging them with the murder of 
J. Belton Kennedy, the state will 
endeavor to establish 
as 
the mo­ 
lt ive for the shooting of 
Kennedy 
[that Burch was anxious to many 
■ Mrs. Obench: rn, Malcom!) Mc La- 


Mat hew 
McCowan, 
prominent 
farmer of 12 
miles 
southeast of 
town, near Pisgah church, has been 
arrested on a charge of first degree 
murder, 
following 
the killing of 
Ernest Morford, a hired hand, on 
the McGowan farm Saturday. Jeal­ 
ousy over Cornelia Burgess, who re­ 
sides on the McGowan South place, 
is said to have caused the shooting. 
The crime was committed with a 
shot gun, in the hands of McGow­ 
an. 
Shortly following the murder Mc­ 
Gowan called Sheriff Duncan and 
Attorney Will Suddath. 
He sub­ 
mitted to arrest, upon the arrival of 
Sheriff Duncan. The accused man 
was brought to this city where he 
is held in the county jail without 
bail. 
McGowan, when seen at the 
jail had no statement to make of 
the affair. 
According to testimony brought 
out at the 
coroner’s 
Cowan also threatened to kill Cor­ 
nelia Burgess, but did not carry out 
his threat. 
Shortly after the arrival of the 
county 
authorities, 
a jury of six 
men was summoned, and the coro­ 
ner’s inquest held at the place of 
the shooting. 
The jury found the decedent Er­ 
nest Morford, “came to his death 
by a gun shot wound, caused by a 
gun held in the hands of Mathew 
McCowan.” The jury made no rec­ 
ommendations. Coroner J. W. Bol­ 
ton supervised the hearing. 
The Burgess 
woman 
in detail 
! outlined each step which led to the 
crime first telling how she and 
Morford came 
to 
the 
McCowan 
farm at the request of McCowan to 
get some chickens and corn. 
Ac­ 
cording to the witness, shortly af­ 
ter she and 
Morford arrived Mo 
Cowan walked to the barn and se­ 
cured a shot gun, and approaching 
the 
wagon, 
told 
Morl'ord, 
“Lay 
dowrn those lines and get out of the 
wagon, or I will kill you.” Morford, 
according to the witness, started to 
obey when McCowan shot him. The 
shot from the 
gun 
entered Mor- 
ford’s right shoulder and the back 
of his head. 
“I was close and stood and look* 
et! at him for sometime,” the wit­ 
ness continued, “and told him he 
snould not have done it. He turn­ 
ed aud started to shoot me. I don’t 
remember 
the 
remarks he made 
only he said he was going to kill 
me.” 
The witness then explained she 
ran to the barn and hid behind a 
truck. 
She further explained that 
she ran around the truck three or 
four dozen times, McCowan pursu­ 
ing her, saying, “You are the one I 
want to kill. You have always caus­ 
ed me trouble.” 
McCowan 
had 
just 
leased his 
farm to some Kansas City people, 
and according to reports, wras pre­ 
paring to leave for the west. 
Dil­ 
lard Denison, one of those to whom 
the farm had been leased, was the 
next witness to take the stand. He 
verified in general the testimony 
of the first witness. Floretta Den­ 
ison wTas the next witness. She told 
of having been introduced to the 
Burgess woman by McCowan, wrho 
said, “meet my wife.” 
John Reed, another tenant of the 
McCowan farm, 
and 
Mrs. Sadie 
Reed, also took the stand and de­ 
clared they saw the shooting at a 
distance. None of these witnesses, 
however, were close enough to hear 
the conversation 
which 
preceded 
the shooting. 
According to reports received in 
Warrensburg the Burgess woman 
has been living as McGowan’s com- 
inon-lawr wife for the past several 
years. 
Some w-eeks ago she left the Mc­ 
Cowan farm and moved to the Me- 
Conian South place, of eighty acres. 
The murdered man is said to have 
been employed by her. 
Following the inquest the body 
of the murdered man was taken to 
the Sweeney undertaking company 
at Chilhowee, where it was prepar­ 
ed for shipment. Word was receiv­ 
ed Sunday from Randolph Morford, 
son of the deceased, to ship the 
body to Portsmouth, Ohio, for bur­ 
ial. 
The murdered man also has 
another married son at Portsmouth. 
McCowan is well known through­ 
out Johnson county having lived in 
this section all his life. 
He is a 
prominent farmer, owning one of 


of Wisconsin, who referred to the 
resolution introduced in Hie House 
by Representative Cochran (Dem.) 
of New York criticising the Presi­ 
dent for addressing one branch of 
Congress on 
pending 
legislation, 
and drew many Senators into the 
t ray. 
Senator Lodge, 
the 
Republican 
leader, 
called 
attention 
to 
the 
“peace without victory” speech of 
former President Wilson 
to 
the 
Senate prior to American entrance 
into the war and his address on 
Hie suffrage amendment later. 
ll would he a sad day, the Massa­ 
chusetts Senator said, for the re­ 
public when any one of the three 
branches of the government could 
not confer with another. 
Declaring it was not necessary to 
“eeulogize Harding,” Senator Borah 
(Rep.) of Idaho sail! that on the 
question of the bonus “we surren­ 
dered our judgment to his dicta­ 
tion.” 
If the President wanted a 
precedent, there were plenty, he 
declared, adding that this did not 
change the situation. 
La Follette assailed the Presi- 
inquest Mc-j dent for what he described as ex­ 
ecutive interference with the legis­ 
lative branch of the government. 
He asserted that the President was 
brought into the debate to prevent 
passage of the bill and that his ac­ 
tion was without authority under 
the constitution. 
“It was well if that black page in 
Hie Senate’s history could be de­ 
stroyed and forever forgotten,” La 
Follette declared. 
“It was remark­ 
able that alarm should seize the 
President’s mind when the soldiers’ 
bonus bill was pending, and appear 
at the Senate to rescue the nation’s 
finances from utter destruction.” 
Lodge declared he saw “no rea­ 
son for debarring” the President 
from Congress, and Senator Knox 
(Rep.) Pennsylvania, 
interjected; 
“And I see no reason why Congress 
should be debarred from the White 
House, as has occurred in the past 
eight years.” 
Lodge also cited 
numerous con­ 
stitutional provisions which he said 
gave the president full authority to 
address either branch of congress 
at his pleasure, saying that it would 
be impossible for the president to 
speak to both houses if only one 
were in session. Asserting that he 
never had heard “such a violent de­ 
nunciation of Wilson” as had been 
directed at Harding, Senator Kel- 
log (Rep.), Minnesota, said he was 
unable to understand the reason 
for it. 
Borah explained that he was in 
full accord with the president on 
the question, but that his criticism 
was aimed at the appearanc of a 
president, whether Wilson or Hard­ 
ing. 
“I am unable to find anything 
like it prior to the Wilson adminis­ 
tration,” he said. 
“With all due 
respect, I know of no more pitable 
spectacle ever presented to the peo­ 
ple than 
that 
of the 
senate in 
throwing down the bouus bill after 
it had been reported and the presi­ 
dent had come here to oppose it. It 
was because he came here that we 
surrendered our judgment to his 
dictation. 
The republican party had made 
a solemn pledge for enactment of 
bonus legislation. 
There was not 
an item in the president’s message 
that was not before us. 
We had 
made the bill the unfinished busi­ 
ness and had given the assurance it 
would be pushed and passed. 
It 
would have passed if it had been 
put to a vote. 
“While I think the president was 
right in his attitude on the bonus, 
the moment he left this chamber 
the bill was 
as 
dead 
as Julius 
Caesar.” 
Senator 
New 
(Rep.), 
Indiana, 
suggested 
that 
the 
president’s 
speech had given senators the cour­ 
age to change their position, and 
Knox said he took credit to him­ 
self when his views were changed 
by the superior argument of anoth­ 
er. 
Later in the argument Senator 
Stanley (Dem.), Kentucky, chided 
the republicans 
“for 
the squab­ 
ble,” and added: 
“You on that side are to be con­ 
gratulated. 
There 
was 
a time 
when you could not say too much 
or too ill about President Wilson. 
Now you make him the standard 
by which to judge the present occu­ 
pant of the white house. 


LOCAL ARTILLERY 
UNITS WILL GO 
TO CAMP KNOX 


Tho local artillery units, 
com­ 
posed of batteries IX, E. and F. of 
the Missouri National Guard, under 
command of Major W. F. Logan, 
will entrain Saturday afternoon for 
Camp Knox, Kentucky, where the 
troops will spend two weeks 
in 
training 
in 
the 
Artillery 
camp 
there. 
The men were ordered to assem­ 
ble al the Fair grounds at 
7:30 
o’clock 
Saturday 
evening 
under 
full equipment. 
They have been 
issued the regulation army shoes 
and will be required to carry full 
army equipment which includes a 
toilet set, razor, towels, mess kit, 
extra socks, extra uniform, 
two 
suits of underwear, soap, shoe laces 
and other articles required by army 
regulations. 
The troops upon arrival at Camp 
Knox will probably be placed under 
instruction of officers of the regu­ 
lar army, while the local officers 
will attend a special school of in­ 
struction for officers. 
During the first period of train­ 
ing they will receive instruction in 
the mechanism of guns and field 
pieces, sighting and dummy prac­ 
tice. 
Later they will be given in­ 
struction in riding aud field work, 
including placing the field pieces 
and manuevers. 
The Artillery school at 
Camp 
Knox is considered one of the best 
in the United States. 
His situated 
about twenty miles from Louisville, 
Ey., and was one of the great train­ 
ing centers during the World War. 


Washington, 
American 
state 
department in a 
note forwarded to Panama yester­ 
day stated emphatically that the 
United States would not permit 
any hostilities growing out of the 
occupation of Coto region by Costa 
Rica. 
The American note, it developed 
today was in response to a commu­ 
nication from the Panama govern­ 
ment indicating that if Costa Rica 
should attempt 
to 
reoccupy the 
disputed territory force would be 
used in resisting unless the United 
States made it clear the American 
government would prevent occupa­ 
tion. 
The American government reiter­ 
ated the White-award must be re­ 
spected. 


DENOUNCING OF 
VOLSTEAD BRINGS 
CENSURE ON REED 


MISSOURI THE 
LEADING STATE 
IN WATERMELONS 


By Associated Press. 
Washington, Aug. 23.—By a vote 
of 181 to three the house today ad­ 
opted a resolution censuring Sena­ 
tor Reed, democrat, Missouri, for 
his speech last week in the senate 
during which he made references to 
Representative 
Volstead, 
republi­ 
can, Minnesota, author of the prohi­ 
bition act. 
The resolution offered by Repre­ 
sentative Newton, republican, Min­ 
nesota, 
declared 
Senator Reed’s 
remarks were “improper, unparlia­ 
mentary and a reflection on the 
character of a member of the 
house.” They constituted the reso­ 
lution continued,” a breach of priv­ 
ilege and were calculated to cre­ 
ate unfriendly 
relations 
between 
the house and senate. 
The resolution requested the sen­ 
ate to take action, which house 
members, said meant the speech 
would be expunged from the rec­ 
ords. 


MISS HOLLOWAY THE 
1 BHIDE OF G. W. LARM 


. 
t-,-f,. .vm ffrnrJr™ . spacial investigator tor 
the,the most modern farms in Central 
assessed, and $1.50 ior cnauueuroj 
* 
« 


IR. F. D. 
p. o ...................... license. 
(district attorney, announce I tod.ij* Missouri. 


By A. T. Edmonston. 
Jefferson City, Mo., August 23.— 
The additional honor of being the 
leading late watermelon producing 
state in the country has just been 
thrust upon Missouri by the United 
States Department, of Agriculture 
through the promulgation of 
the 
information 
that 
for 
1921 
the 
state’s officially recorded yield of 
this 
lucious 
commodity 
totaled 
3,642 carloads, thereby 
excelling 
that of Indiana, Iowa, 
Maryland, 
Arkansas, Colorado, Delaware, Ili- 
nois, Oklahoma and Central CaliMr- 
uia, announces advance in to n a ­ 
tion from the 1921 Red Book of the 
Bureau of Labor Statistics issued 
in bulletin form today by Commis­ 
sioner William H. Lewis. 
Missouri’s huge watermelon pro­ 
ducing counties are the same ones 
which produce cotton and corn as 
prolifically, the southeast 
section 
below Cape Girardeau, once classed 
as being so swampy and low that 
it could not be drained and there­ 
fore considered absolutely 
worth­ 
less save for its heavy growth of 
timber, but now famous the coun­ 
try over as the most fertile and 
fruitful section of the state. 
The 
federal figures only cover the 1921 
watermelon production of this por­ 
tion of Missouri. 
The yield of the 
smaller producing counties 
along 
the Mississippi river from Cape Gi­ 
rardeau north and in the valleys of 
the Missouri river and its tributar­ 
ies is still being marketed. 
Southern states such as Florida 
Georgia, Texas and others 
which 
market their melons in late May 
and all through early 
June 
are 
classed as early watermelon states 
and therefore are not included with 
those commonwealths which 
ship 
late in July, throughout August, and 
in early September. 
For 1921 Ok 
lahoma ranked second to Missouri 
as a late watemelon state, with a 
production of 2,386 carloads, and 
Central California came third with 
1,802 carloads. 


Miss Opal Holloway of 416 East 
Twelfth street and Mr. Clarence 
William Larm of Hits city, 
were 
married Thursday evening, August 
18, by the Rev. J. B. Hunley 
O' 
Richmond, Va. 
The wedding cere­ 
mony was performed at the Cotton 
home, Broadway 
and 
Massachu­ 
setts avenue, where the minister is 
guest and was witnessed by Miss 
Julia Poindexter and 
Mr. 
Oscar 
Dodd, friends of the couple. 
Mr. Larm and bride kept their 
marriage a secret 
until 
Monday 
when the license was made public. 
The bride is an operator at the 
Bell Telephone Co., and the groom 
is a taxicab driver. 
The couple are at home tempor­ 
arily with the groom’s parents, Mr. 
and Mrs. George 
Larm, 
Twenty- 
fourth street and Grand avenue. 


TWO DEAD IN CLASH 
WITH RUM BONNERS 


■ t . t 


Suit For Realty Commission 


By Associated Press. 
Duluth, Minn., Aug. 23.—Frank 
Hicks, Duluth 
federal prohibition 
agent, and 
an 
unidentified 
man 
were killed in a gunfight between 
a band of alleged rum runners and 
government agents, according to a 
report received by local authorities 
’ 
today. 
The fight is said to have 
taken 
place 
near 
International 45* 
Falls, on the Canadian border. 
Hicks is said to have been kHledDer, 
by a bootlegger, who an instant lat 
er was slain by George King, a fe/n. 
, 
eral agent. 
u. 
* m'r- 
ids trip, 
I. J. WHITE CHOSEN 
PROBATION OTP"1'* I 
agy ton. 


A. J. White, for many ;tte Co 
grocerman of this city, hn j>ja^ e 
appointed by the county [ugSton qq 
County 
Welfare 
Comrand S0W8)J_, 
with a salary of $1,500 &nIand cjin^on 
traveling expenses to b e? Gr'imeg 8#; 
that amount. The appoint 
made at the session of 
held Monday. 
Mr. White’s duties will 
juvenile and probation ^_ 
being done by W. E. Poi,Jark Cq 


)— 
l>ee Lomgkop, 


A G R E EM EN T REACHED 
ON CAPPER-TINCHER BILL 


By Associated Press. 
Washington, Aug. 23.—The sen­ 
ate and house today agreed to the 
conference report on the Capper- 
Tincher bill to regulate future deal­ 
ings in grain. 
The measure now 
A suit for real estate commission ( 
was filed in circuit court Monday goes to the president. 


well as 
county. 
other welfare wla Lee Lomg- 


CONFERENCE R E P O R ^V o!88* 
ANTI-BEER RILL 
Livingston, 
Randolph. 


By Associated Press. 
*e 
Washington, Aug. 23.— 
Livingston, 
today adopted the conte (sow pigs) 
port on the anti-beer b illacoby, Ran* 
of 169 to 81. 
lo. 
• 
; 
Living* ton, 
on. 
vnn 
i,fl 


STATES MAGNIFICENT SHOW 
CAME TO END SATURDAY 
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ATTENDANCE GUT 
SEVERAL DAYS BY 
ADVERSE WEATHER 


club lor the large 
part 
they con 
„ 
tributed to the success of 
these 
I1* ™ 
" lachinei'-v 
program s. 
Ami also 
to 
G enera, intents OI every description 
Kau pp and all of the m ilitary peo­ 
ple and to the Sedalia press. 
We 


wll*c^ 
thoroughly jcelebartion was the cleanest 
and 
I 
Tho 
>t°fce " iiU altended- 
&ave the visitors better treatm ent 
I 
(\ K’ 
parade through the ;than any at which he had ever at- 
giounds attracted universal a tte n -J 
tended.” 
tion. 
It was lully a mile long 
arn, | 
The exposition 
was 
unusually 
tsp aye 
evciy type 
from 
the jfree from accidents and illness. The 
small tractor in use (or light lam e j hospital on the fair grounds 
had 
jing to the heavy ones used for th e !very little work to do for patients 
.thresher and road building. 
There | injured or becoming 
I l i o n 
the 
grounds. 
Another exceptional fea­ 
ture was the very few calls for po­ 
lice action. 
The police, aided 
by 
m ilitary police, covered the ground 
thoroughly both day and night, but 
their work was unexciting. 


Single Comb Brown Leghorns 
IF- 
Scotten, Bolivar, second. 


was also displayed in 
the 
parade 
attach- 


Record Breaking Crowd 


shall rem em ber each and every one j 
Thursday’s attendance was a rec­ 
ot >ou tor your w illingness 
a n d jor(] breaker in the history of 
the 
>ou: sacrificing efforts 
in 
this ;MissoUri State Fair 
for 
all time, 
NKoik. 
ib is Centennial celebration iwas 
decided opinion of reliable 
to my m ind m arks the beginning of ; men who have seen it grow from 
a new era in m aterial a*nd intellee-jan institution of a 
few 
fram e 
m al developm ents tor M issouri, it j buildings and the mile track to the 0rds for this day! thereTbeing more 
las aroused the patriotism in 
her pi(,scnl tw0 million 
dollar 
educa- people on the ground than any d iv 
rn native sons who have rem ain-1tional and am usem ent plant 
with 
- - 
d" y d“y 


M IS SO U R IA N S 
JU S TLY PROUD 
OF 
W O N D E R F U L 
E X H IB IT S 
AN D SP EC IA L A TTR A C TIO N S 
O F F E R E D — PA G EAN T OF M IS­ 
SO UR I 
O NE 
OF 
PLEASING 
, ------------------------------------- 
F E A T U R E S — P R O M I N EN T *U. il ll0rae* 
iias caused 
many 
m agnificent structures of brick, 
others who have wandered away to 


Broke* Attendance Record. 


Monday’s attendance at the Mis­ 
souri 
Centennial 
Exposition 
and 
State Fair broke all previous rec­ 


ow 


M EN 
IN 
PUBLIC 
A FFA IR S 
TO O K 
PA RT 
IN 
SPEA KING 
PROGRAMS — E X P O S I T I O N 
EN DED W IT H AUTO RACES IN 
T H E A FTER N O O N . 


M issouri has celebrated her one 
hundredth 
anniversary 
of 
sta te ­ 
hood and ended the tw enty-first an­ 
nual S tate Fair in a great exposi­ 
tion which started Monday, Aug­ 
ust 8 with a m onster parade of her 
m ilitary 
and 
civilian 
citizenry 
m arching through the main streets 
of the great M issouri State Fair 
grounds, which is second to none in 
the United States, to music furnish- 


return to enjoy this with us and it 
has advertised to the world 
the 
natural resources and 
hospitality 
and progressiveness of her people. 
M issouri is a good place to m ake a 
living and as well as a good place 
to live. 
In our work 
these 
past 
two weeks, no doubt, we have made 
m istakes, but we have 
done 
our 
level best with the knowledge 
we 
had in our possession to assist the 
M issouri 
Centennial 
Exposition 
com m ittee and State F air board to 
make these celebrations a success. 
We have done our best to instruct 
and entertain you. 
I trust that this Centennial cele­ 
bration has aroused in the hearts 


steel and concrete and 
its 
bun­ 
dt eds of other modern convenien­ 
ces in keeping w ith them. 
The immense crowd came early 
and thousands rem ained for 
the 


of last week and it is estim ated 
that there was fifty thousand pass­ 
ed through the admission gates. 
It being Sedalia and Children’s 
day at the fair, many of the down 
town business houses were closed 
.v,. 
...v, and Sedalia people with their k id -.~ 
.. 
_ , 
, 
... 
, 
. . 
night show. 
As early as nine 
o’- j d*es w^re much in evidence iii the 
^ 1C'°' 
a’ 
T 
an 
^OC ’ 
s 
large crowd which had gathered to and 4th hen’ 2nd young pen* 
w itness the first day of the horse! 
W hite ° rP|n 9tons* 


(Light.) 
George L. Russell, Chilhowee, 3rd 
young pen, 
3rd 
hen, 3rd cockrel; 
Mr. and Mrs. F. L. Ives, Knob Nos­ 
ter, 1st cock, 2nd hen, 3rd pullet. 
Single Comb Dark Brown Leghorns 
George L. Russell, Chilhowee, 5th 
young pen, 1st pullet. 
Single Comb Buff Leghorns. 
J- H. Payne, Concordia, 1st old 
pen, 1st hen; 
Henry Beissenherz, 
Concordia, 1st young pen, 2nd cock­ 
rel, 2nd and 3rd pullet; Mrs. Roy 
Hume, Knob Noster, 2nd old hen. 
Single Comb Rhode Island Reds. 
Emmett Fry, Tipton, 4th cockrel; 
J. B. Nightingale, Sedalia, 2nd cock­ 
rel; Mrs. W alter R. Brown, H arri­ 
sonville, 3rd cock, 5tli hen, 4th old 
pen; W. H. Christian, Sedalia, 1st 
hen, 3rd young pen; Richard M. El­ 
lis, Tipton, 4th pullet, 2nd young 
pen. 
Black Langshan*. 
Herman A. S teelies- Concordia, 
1st cock, 3rd hen, 3rd aud 4th cock­ 
rel, 2nd and 3rd pullets; Mrs. Joe 
ii. Williams, Houstonia, fifth and 
2nd hen, 2nd old pen; J. E. Cassing, 


cd by seven bands, w ith an airplane 
high in the sky being put through jot the M issourians a renewed 
de 
m arvelous m aneuvers typical of the I term ination to 
place 
M issouri in 
progress of the age. 
The parade 
the 1,-ont rank of all the states in 
ended at a speakers’ stand where 
the union 
intellectually, morally 
men high in official circles of the 
socia„ y an(, ju 
m ateria, devel 
' 
state told of her wonderful strides I men^ 
tow ard the peak of every civilized 
line of endeavor in her first cen­ 
tury as one of the United States. 
All day Saturday 
the 
grounds 
were in the turm oil of tearing down 
and vacating ‘‘the lot,” especially 
by the concessionaires and exhibi­ 
tors. 
By night many spots on the 
ground which were tile scene of ac­ 
tivity the day before were vacant 
and quiet by 5 o’clock in the even­ 
ing. 
Although the attendance for the 
two weeks has been disappointing 
due to the adverse w eather condi­ 
tions it is universally conceded that 
the 
C entennial-Fair 
was 
a great 
success, especially the Pageant of 
M issouri, and the 1921 S tate Fair 
in the way of exhibits of all kinds, 
am usem ent features and races ex­ 
ceeded in excellence anything held 
in preceding 
years 
and 
reflects 
much credit upon those who were 
at the head of the various depart­ 
ments. 
S aturday’s attendance was very 


clock, an hour after the opening of 
the gates to visitors the 
grounds 
were well filled and by l l o’clock 
the place was crowded, from the 
cattle barns at the extrem e 
north 
end of the grounds to the Johnny J. 
Jones exposition 
show's 
at 
the 
south. 
The racing program started 
prom ptly at I o’clock and by 2 o’­ 
clock the am phitheatre was filled 
to overflowing with many sitting 
on the ground in front of 
the 
re­ 
served portion and thousands lined 
along the fence to the north 
and 
south of the bleachers 
for a 
dis­ 
tance of a quarter of a mile and it 
seemed impossible that there could 
be a single soul left on the outside, 
but upon investigating it was found 
that the crowd in the am phitheatre 
was only a small portion of the to­ 
tal num ber of fair visitors. 
In previous years 
the 
largest 
recorded attendance 
for 
any one 
One of the most attractive tea- day is approxim ately 
65,000, 
this 
titres of the whole two weeks of the j being so, the ctowd 
of 
Thursday 
M issouri Centennial Exposition and 
have 
been 
a t 
least 


Chicken (fried)—Mrs. L. A. Os­ 
borne, Sedalia, first; Mrs. F. E. 
Scotten, Bolivar, second. 
Spareribs—Mrs. 
F 
E. Scotten, 
Bolivar, first; Mrs. Flora Garton, 
Sedalia, second. 
Sausage—Mrs. L. E. Osborne, Se­ 
dalia, 
first; 
Mrs. 
F. E. Scotten, 
Sedalia, second. 
Pork roast 
or 
tenderloin—Mrs. 
Roy Hulse, Oak Grove, first; Mrs. 
F. E. Scotten, Bolivar, second. 
Beef—Mrs. Cfi HA Eckhoff, Seda­ 
lia, first; Mrs. F. E. ’Scotten, Boli­ 
var, second. 
Rabbit—Mrs. F. E. Scotten, Boli­ 
var, first; Mrs. L. M. Fish, Bolivar, 
Section J— Dried Fruita, 
Apples—Mrs. F. M. Scotten, Boii- 
second. 
var, first; Mrs. Clara Fugate, P itts­ 
burg, Mo., second. 
Cherries—Mrs. 
F. 
E. 
Scotten, 
Bolivar, first; Miss Alice Baetes, 
Romeo, Mich., second. 
Peaches—Mrs. L. A. H arris, Se­ 
dalia, 
first; 
Miss 
Alice 
Bates, 
Romeo, Midi., second. 
Pears—Mrs. F. E. Scotten, Boli­ 
var, first; Miss Alice Bates, Romeo* 
Mich, second. 
Plum s—Miss Alice Bates, Romeo, 


Fruit juice, 
other 
than 
grape I 
3. Louise Wiliig, Johnson Ci. 
(pint fru it)—Mrs. F. E. Butterwick, Darning— 
Pilot Grove, first; Mrs. Charles W. 
Fry, Sedalia, second. 
Section P— Home Made Soap. 
Laundry soap 
(cold 
process) — 
Mrs. A rthur Sellers, Sedalia, first; 
Mrs. J. A. M artin, Houstonia, sec­ 
ond. 
Laundry 
soap 
(boiled)—Mrs. 
A rthur Sellers, Sedalia, first; Mrs. 
Clay Leftwich, Hughesville, second. 
Hand soap—Mrs. A rthur Sellers, 
Sedalia, first; Mrs. Clara Fugate, 
Pittsburg, second. 
Women's Club Exhibit, 1921. 
4 quarts canned vegetables 
4 quarts canned fruit 
I quart canned m eat 
I quart cucumber pickles 
I quart relish 
1 quart preserves 
6 glasses jelly 
2 pints dried vegetables 
2 pints dried fruits 
Miss Elsie Smiley, Lam onte. 


Horse Show Awards. 


Cordially, 
H. CLAY HARVEY, 
D irector of Program . 


‘Cow Race” a Feature. 


racing program which as the fea­ 
ture. 
W hen time for the races to be­ 
gin had arrived the steel portion of 
the am pitheater was filled to ca­ 
pacity and the frame structures at 
each end were practically full with 
many lined along the fence to the 
uortli and south of the am ptheater. 
Between the heats of the races 
the musical num bers as rendered 
by tl\e Royal Scottish-Highlander 
Band and 
Thaviu’s 
International 
Exposition Band with their concert 
singers, and the hippodrome vaude­ 
ville acts, which were all new for 
this week, proved highly entertain­ 
ing. 


Mrs. Nellie Penticuff, Knob Nos- Mich., first; Mrs. F. E. Scotten, 
ter, 2nd cockrel, 
3rd 
cockrel, 1st Bolivar, second. 
Section K— Dried Vegetables. 


Poultry Awards. 


State Fair was the Cow' Race which 
ended with the last milking Satur­ 
day morning. 
The 
race, 
which 
started the morning of Monday, 
August 8th, was participated iii by 
24 cows, 12 H olsteins and 12 Je r­ 
seys. The prem ium money am ount­ 
ed to about $3000; $1000 offered by 
the State Fair Board, $1000 by the 
State Cream ery men’s 
association 
and the rem ainder made up from 
the entry fees into the race. 
The 
money was divided equally between 
the two classes. 
The prem ium s 
were awarded on the basis of hut- 


75,000. 
The immense throng was en ter­ 
tained in the morning by lectures 
and dem onstrations in the various 
departm ents, listening to the music 
of the orchestras, A urand’s Novelty 
iii the coliseum and the Royal Ha­ 
waiian O ctette in the agricultural 
hall and the serenades of the two 
Sedalia bands, w atching the judg­ 
ing of fancy live stock, the demon­ 
strations of tractors and m achinery 
and viewing the 
various 
exhibits 
over the grounds. 
The outstanding 
feature 
of the 


of milk, however the records of 
light there being very few' visitors ' both were kept daily on each cow' 
iii the morning with a lair sized and were posted on a large black 
crowd to enjoy the auto races and (board at the entrance to the Cow 
auto 
polo game in the 
afternoon. 
j Race Tent. 
— 
i 
Final records of the first three 
Auto Race Results. 
! cows in each class: For Holsteins, 
The first event of the auto races j Forbes H om estead Rauwerd, S. C. 
w ere tim e trials for the M issouri j Lindsey, C arthage, owner 1st, 756.3 
S tate Fair record; there were four I pounds milk, 28.2S pounds butter 
entries the w inner being Jim m ie !fat. 
Costa in his Prem ocar, tim e 54 1-5 j 
Lady May Flow er 
Rest 
Easy, 
seconds; he tried a second tim e in | Pickering 
Farm s, 
Belton, 
Mo., 
an effort to lower the track record j owners, 2nd 772.9 lbs milk, 27.44 
which is 54 seconds but was un- jpg butter fat. 
successful the second resulting in j 
Sedalia W alker Prilly A lcartra, 
the sam e 
tim e as the 
fiist. 
I P ettis County H olstein Asso. own- 


tqr fat only and not the w eight {m orning attractions were two par­ 
ades one by m em bers and alumni 
of the M issouri State College 
of 
Agriculture at l l o’clock the other 
the one staged by the Kansas City 
delegation 
shortly 
after 
noon. 
Thursday being dedicated to these 
two bodies. 


The second 
event 
was the 1 9 :er 
3r(j 
^ ifos m jlk, 27.16 lbs Cream ery Co., Concordia, Mo. 


Dairy Products Awards 
A— Butter and Cheese 
Tub Cream ery B utter— 
1. Pioneer Cream ery Co., Quincy, 
111. 
2. 
Sweet 
Springs 
Creamery, 
Sweet Springs, Mo. 
3. Tied—W hite Eagle Dairy Co., 
Columbia, 
Mo., 
and 
Concordia 


mile handicap, in which the c a r s jbutter {at 
Thjs cow was raise(J 
were 
handicapped 
according 
to on the {arm of w E 
F „ 
^ 
their tim e on tim e tracks. 
There 
were four entries, Searles winning 
was 11:26%. 
The third racing event wras the 
special four cornered m atch chal­ 
lenge race. 
D istance 5 miles roll­ 
ing start. 
T here w'ere three en­ 
tries, Costa winning in his Prem o­ 
car. 
Tim e 5:8 3-5. 
The fourth event for cars w'hich 


monte, Mo. 
For the Jerseys: 
Oxford’s Em- 
m inents. Ida R. Oliver, Independ­ 
ence, Mo., owner, 1st, 505.5 
lbs 
milk. 25.3 lbs butter fat. 
A ttorney’s Avenelle, Maj. R. W. 
Barr. Independence, 
Mo., 
owner, 
2nd 522.6 lbs milk, 24.59 butter fat. 
C arrie H art, Maj. R. W. Barr, 


m ust qualify under the c la ssific - 
*fo” 
ow ner’ 
3rd‘ 
tion of 200 cubic inches or under. 
^ 
milk, 
4 lbs butter fat. 
D istance 
5 
miles. 
There 
were 
Bennett, State Dairy Corn- 
three entries, C hatburn driving a m*88*oner 
C arthage 
was 
in 
Rajo car, winning, tim e 6:21. 
The ! 
the lace 
and 
T. 
A. 
crowd and the drivers and m edian- j Brown, A ssistant State Dairy Com- 
icians got a great laugh out of this j mi seton or helped Mr. B ennett in 
race. 
C hatburn had been lapped I looking after the details of 
the 
once and one-half by the leading j contest. 
cars yet he won. 
It was the story j 
Last Thursday Betsy M ercedes 
of the ‘‘Tortoise aud the H are,” the |O rinsbv, one of the fine Holstein 
other two cars far iii the lead were ' cows and who was sixth in the 
both “crippled” in the race, one on 
the fourth lap and one on the fifth 
race at that tim e, 
became 
over­ 
heated and died during the day of 
and the slow car cam e in the victor, a congested brain. 
At tim es it be- 
The other drivers 
rushed 
to him cam e very hot for the cows, which 
w ith congratulations and presented for the m ost part are kept in cool 
him to the audience on their shoal-1 barns, in the tent and since the 
dors. 
j contest is to be a yearly feature 
The fifth event was the^lo mile ' a new building, either of brick or 
free for all. rolling start. 
The race j fram e, has been prom ised and un- 
was won by Costa in his Prem ocar, iess snob a step is taken 
it 
is 
the tim e being 16:43. 
probable that some exhibitors will 
not enter next year. 
Last year 
President Dingle Leaves 
“Betsy,” the cow that died, was 
President A. C. Lingle of 
the third in the race. 
State Fair, together 
with 
Mrs. 
Dingle, returned to their hom e in 
Moberly, Mo., Saturday after a two 
w eek s’ Centennial I air 
visit. 
W. 
A. DaUiueyer, a director from 
the 
eighth 
district 
accom panied 
by 
Mrs. D allm eyer also lett Saturday 
lur th eir home in Jefefrson City. 


Friday at the Fair 
Friday, next to the last day 
of 
the M issouri Centennial Exposition 
»qd State Fair, was disappointing 
from an 
attendance 
standpoint. 
W hile .there was the usual Friday 
crowd present it was thought 
by 
m any on account of the m any days 
L etter of Appreciation 
of bad w eather in the 
last 
two 
H Clay H arvey, director of pro- j weeks and the ideal w eather of the 
grains tor the Pageant of M issouri I day. th at the 
attendance 
record 
and for the lair in a le tte r to 
the I would be broken for the 
day pre- 
D em ocrat 
expresses 
appreciation |ceding the close 
of all who assisted in the great ex- j 
Those that did 
come, 
however, 
position. 
He says: 
iliad an unusual opportunity to see 
As director o f the program 
for and enjoy the fair for the grounds 
the M issouri C entennial Exposition were dry under foot, the 
exhibits 
and State F air I desire to express ? were still in place, and the atten d ­ 
ing gratitude on behalf ot the M is-(ants could 
give 
the 
individual 
souii C entennial Exposition 
com- sightseer more attention in explain- 
mittee and the State Fair board to ins the features of th e ,display 
in 
each and every one w ho assisted in j which each was in charge than on 
any way 
in the 
preparation 
or preceding days w’hen the crow'ds 
were larger. 
Splendid lectures and 
dem onstrations w'ere held in 
the 


Dairy B utter— 
1. Joseph H. Brown, Sedalia, R. 7 
2. Mrs. W. S. Blair, Sedalia, R. 7 
3. Mrs. Em m ett Bouldin, H ughes­ 
ville. 
Cottage Cheese, factory class— 
I. W hite Eagle Dairy Co., Colum 
bia, Mo. 
Cottage Cheese, farm class— 
1. P. S. Read, Sedalia, R. 6. 
2. Mrs. W. F. H arris, Sedalia. 
3. Mrs. Em m ett Bouldin, Sedalia 
B utter, any class— 
I. Mrs. Jas. Brown, Sedalia, R. 7 
Cheese, any* class— 
I. W hite Eagle Dairy Co., Colum 
bia, Mo. 
Full Cream, Cheddar cheese— 
1. W hite Eagle Dairy Co., Colum 
bia, Mo. 
2. P rairie City Cheese Co., Rock 
Ville. 
3. M ark E. M eisiner, Osceola, 
Cottage Cheese, any class— 
I. P. S. Read, Sedalia, R. 6. 
M arket Milk, raw'— 
1. Joseph ll. Brow'n, Sedalia, R. 7 
2. W. J. Nichols, Asbury, Mo. 
3. W. W. Campbell & Son, Mo­ 
net, Mo. 
Cleam , raw.'— 
1. Joseph H. Brown, Sedalia, R. 6. 
2. Mrs. Em m ett Bouldin, Hughes­ 
ville. 
3. R. W. Tyree, Sedalia. 
Pasteurized Milk— 
I. W hite Eagle Dairy Co., Colum­ 
bia, Mo. 
Pasteurized Cream — 
I. W hite Eagle Dairy Co., Colum­ 
bia, Mo. 
Certified Milk— 
I. Elm er Adams of Blue Springs, 
Mo. 


; 
ft. .un 
< arryang out ot any ot these 
pro­ 
grams. And especially do we thank 


Praised Missouri’s Fair 
E. G. Bylander, secretary of the 
State Fair board and general m ana­ 
ger of M issouri’s Centennial Expo­ 
sition and S tate F air 
announced 
that he w'as very well pleased w'ith 
the success of the Centennial-Fair. 
'‘Although w eather conditions cut 
short the 
anticipated 
attendance 
w'e have had no com plaints w hat­ 
ever,” Mr. Bylander said. “R ecent­ 
ly we received an unusual compli­ 
ment on the conduct of the exposi­ 
tion. A representative of one of the 
agricultural papers who has 
been 
attending fairs and expositions of 
a sim ilar nature for more than 28 


The poultry exhibit this year at 
the S tate’s annual exposition is one 
of the largest and finest ever made, 
exhibitors being from many states. 
The poultry exhibit at the Mis­ 
souri State Fair is the 
most suc­ 
cessful in the history of the fair, ac­ 
cording to the superintendent, V. O. 
Hobbs. 
The birds are of a higher 
quality, and about one hundred and 
eight exhibitors 
are 
represented. 
Three 
thousand 
birds 
number 
among the exhibits. 
The cockerel 
in 
Single Comb 
W hite Leghorns winning the fourth 
ribbon w*as sold for $100 and shipp­ 
ed Sunday to Decatur, Iowfa. 
The 
owner of the single cock Rhode Is- 
and Red winning first ribbon, re­ 
fused $100 for his bird Monday.' 
In connection 
with 
the poultry 
display is 
an egg show', in which 
two hundred and eighteen dozen 
eggs are entered. 
This is the lar­ 
gest egg show' ever held in Missou­ 
ri, 
according 
to 
Superintendent 
Hobbs. 
The Germo M anufacturing*Com­ 
pany of St. Louis is offering three 
beautiful gifts to the person esti­ 
mating most correctly the w'eight 
of the eggs on exhibit. 
The gifts 
include a silver set of thirty-six 
pieces, a m anicure set and a kitch­ 
en carving set. 
The judges 
in this 
departm ent 
arc C. T. Patterson of Springfield, 
Mo., Thomas W. Southard of Kan­ 
sas City and A. D. W alker of Mem­ 
phis, Tenn. 
The aw ards announced below' do 
not include some classes, but are 
for exhibitors taking ribbons on 
their showings who reside in Pettis 
or nearby counties: 
Barred Rocks. 
C. H. E. W alters, Boonville, Mo., 
4th pen; Mrs. Sam Flair, Marshall, 
Mo., 2nd cock, 2-3d pullet; William 
Evert, Concordia, 2nd old pen and 
3rd cockrel; 
Mrs. 
Stant 
Brown, 
W indsor, Mo., 1st and 2nd hen. 
Cockerel, Barred Rocks. 
E. 
G. Thorne, 
Boonville, 
4th 
young hen; John F. Bruns, Con­ 
cordia, 4th old pen. 
Pullet Bred Barred flocks. 
Mrs. Sam 
Flair, 
M arshall, 1st 
cockrel; 
J. M. Haylor, 
McCune, 
Kansas, 
1st 
young 
hen; 
A. B. 
Gregg, McCune, Kansas, 2nd young 
pen; Mrs. Frank W ard, Springfield 
3rd cock, 2nd and 3rd cockrel; Mrs 
Stant Brow’ll, W indsor, 1st cock; 
Marvin W. W alters, 2nd cock and 
1st old pen. 
W hite Plymouth Rocks. 
L. F. Preston, Holden, 1st cock 
2nd cock and 3rd cock, 4th hen, 2nc 
hen, 1st cockrel, 3rd cockrel, 1st 
pullet and 2nd pullet; Mrs. R. J. 
Hausam, Dresden, 3rd hen and 4th 
pullet, 2nd cockrel and 4th cockrel; 
W. W. Dittm er, Sedalia, 2nd young 
pen. 
Partridge Plymouth Rocks. 
W biperecht Bros., Sedalia, 2nd 
old pen and 3rd cock; Dr. W illiam 
H arrison, M arshall, 1st hen and 3rd 
pullet. 
Buff Plymouth Rocks. 
Fritz 
Henning, Concordia, 2nd 
cock. 2-3 hen, 3rd cockrel, 1st cock­ 
rel, 3rd pullet, 1st pullet. 
W hite Wyandottes. 
L ecter & Voss Poultry Yards, Se­ 
dalia, 2nd old pen, 1st young pen; 
Louis A. Osborne, Sedalia. 1st cock. 
2nd and 4th hen, 3rd old pen and 
2nd young pen. 
Single Comb Ancona. 
B. A. Dump, Mora, 5th young pen. 
Single Comb Black Minorcas. 
T. O. W illiams, Sedalia, 1st young 
pen. 1st old pen, 1st pullet, 1st 
cock, 2nd pullet, 1st cockrel. 
Single Comb W hite Leghorns. 
Holden Egg Farm , Holden, 3r 
hen; Mr. and Mrs. H enry F. Farns- 
w'orth, Blairstown, 3, 4, 5th poung 
pen, 5tli old pen. 
Rose Comb W hite Leghorns/ 
D. C. Kelcher, Sedalia, 1st old 
2nd 


young pen. 
Houdans. 
J. M. Jackson, Sedalia, 1st and 
3rd cock, 1st, 2nd and 3rd hen, 1st, 
2nd and 3rd cockrel; 1st, 2nd and 
3rd pullet. 
Jersey Black Giants. 
J. M. Jackson, Sedalia, 3rd hen, 
1st and 2nd cockrel, 1st hnd 2nd 
pullet. 
Black Rose Comb Bantams. 
Mry Bros., Sedalia, 3rd cock. 
Black Cochin Bantams. 
May Bros., Sedalia, 3rd cock, 2nd 
and 3rd 
cockrel; 
Fritz 
Henning, 
Concordia, 2nd pullet; Herm an A. 
Steeljas, Concordia, 3rd pullet. 
Buff Cochin Bantams. 
L. F. May, Sedalia, 3rd hen. 
Light Brahma Bantams. 
B. F. Meyer, 
Sedalia, 
3rd cock, 
3rd and 1st hen, 1st old pen. 
Bronze Turkeys. 
Mrs. Jesse T. McMahan, Black- 
w'ater, 1st cock and 2nd pullets! Mr. 
and Mrs. F. L. Ives, Knob Noster, 
2nd cock, 2nd hen, 1st cockrel and 
first pullet; Mrs. Roy Hume, Knob 
Noster, 3rd cock, 3rd hep, 3rd pul­ 
let, 2nd and 3rd cockrel. 
Emden Geese. 
B. A. Dump, Mora, 1st cock and 
1st hen; Thomas Ridenour, Green 
Ridge, 3rd hen, 3rd pullet and 3rd 
cockrel. 
Pekin Ducks. 
Thomas Ridenour, Green Ridge, 
13rd pullet, 2nd cockrel, 3rd hen, 2nd 
( cock; B. A. Dump, Moxa, 1st hen; 
kiul Loges, Sedalia, 2nd pullet. 


pen; 1st and 2nd cock. 1st, 


and 3rd 
Chicken (boiled or baked)- 
rel, 1st, 2nd and 3rd pullet, 
I , 
. 
____ 


Section M— Jellies. 
Apple 
jelly—Mrs. 
T. H. B rad ­ 
shaw, Lamonte, first; Mrs. W. W. 
B arrett, Sedalia, secnod. 
Crabapple 
jelly—Mrs. 
David 
W atson, Sedalia, first; Mrs. Bert 
Waddell, Sedalia, second. 
Plum Jelly—Mrs. David W atson, 
Sedalia, first; 
m argaret 
N eitzert, 
C urrant jelly—Mrs. Flora Garton, 
Sedalia, second. 
Sedalia, first; Mrs. W. V. H arris, 
Sedalia, second. 
Green apple jelly—V erna Marie 
Bradford, Sedalia, first; Mrs. Ed 
Metcalf, Sedalia, second. 
Ripe 
grape 
jelly—Mrs. C. F. 
Cook, 
Sedalia, 
first; 
Mrs. 
Bert 
W addell, second. 
Blackberry 
jelly—Mrs. 
M. 
C. 
Brummett, 
Sedalia, 
first; 
Verna 
Marie Bradford, Sedalia, second. 
M int jelly—Mrs. W. W. B arrett, 
Sedalia, first; Mrs. Ed Metcalf, Se 
dalia, second. 
Section N— Pickles and Relishes. 
Peach pickles—Mrs. David W at 
son, Sedalia, first; Mrs. Ed M etcalf 
Sedalia, second. 
Straw berries—Mrs. 
David W at 
son, Sedalia, first; Mrs. J. W. Fos 
ter, Clinton, second. 
R aspberries—Mrs. 
L. S. H arris 
Sedalia, second. 
Blackberries—Mrs. M. C. Brum 
mett, Sedalia, 1st; Mrs. B ert W ad 
dell, Sedalia, second. 
Peaches—Mrs. T. H. Bradshaw 
Lamonte, first; Mrs. W. D. O’Bau 
non, Sedalia, second. 
Pears—Mrs. David W atson, Seda 
lia, first; Mrs. J. F. Taylor, Sedalia, 
second. 
Green apple sauce—Mrs. T. H. 
Bradshaw', 
Lamonte, 
first; 
Mrs. 
David W atson, Sedalia, second. 
Section H— Canned Vegetables. 
Asparaus—Mrs. 
Joe 
Heerm an, 
Sedalia, first; Mrs. W. F. Harris^ 
Sedalia, second. 
Beets—Mrs. David W atson, Seda­ 
lia, first. 
p eas—Mrs. David W atson, Seda­ 
lia, first. 
Tomatoes — Mrs.David W atson, 
Sedalia, first; Mrs. G. E. Fisher, Se­ 
dalia, second. 
B eans—M argaret N eitzert, Seda­ 
lia, first; Mrs. L. O. Osborne, Seda­ 
lia, second. 
Okra—Mrs. Fred Hoffman, Seda­ 
lia, first; Mrs. S. D. Dow', Sedalia, 
second. 
Peppers—sweet red—Mrs. Flora 
E. Garton, Sedalia, first; Mrs. N. B. 
M cPherson, Kansas City, second. 
Peppers—Sw'eet green—Mrs. N. 
B. M cPherson. Kansas City, first; 
Mrs. J. W. Foster, Clinton, second. 
Corn—Mrs. Bert W addell, Seda­ 
lia, first; Mrs. Fred Hoffman, Se­ 
dalia, second. 
Swet potatoes'— Mrs. David W at­ 
son, Sedalia, first; Mrs. F. E. Scot- 
ten, Bolivar, second. 
C arrots—Mrs. N. B. M cPherson, 
Kansas City, first; Mrs. W. F. H ar­ 
ris, Sedalia, second. 
Cauliflow'er—Mrs. N. B. M cPher­ 
son, Kansas City, second. 
Mixed 
vegetables 
Mrs. 
Flora 
Garton, Sedalia, first. 
Section 1— Canned Meats. 
Mrs. 


Corn—Mrs. F. E. Scotten, Boli­ 
var, first; Mrs. Clara Fugate, P itts­ 
burg, Mo., second. 
String beans—Mrs. L. M. Fish, 
Bolivar, first; Mrs. C. H. Eckhoff, 
Sedalia, second. 
Peas—Mrs. 
F. E. Scotten, Boli­ 
var, 
first; 
Alice 
Bates, 
Romeo, 
Mich., second. 
Greens—Mrs. J. W. Foster, Clin­ 
ton, first; 
Alice 
Bates, 
Romeo, 
M idi, second. 
C arrots—Mrs. David W atson, Se­ 
dalia, first; Mrs. J .W. Foster, Clin­ 
ton, second. 
Peppers—Mrs. J. W. Foster, Clin­ 
ton, first; Mrs. Clara Fugate, P itts­ 
burg, Mo., second. 
Okra—Mrs. F. E. Scotten, Boli­ 
var, first; Mrs. Bert W addell, Se­ 
dalia, second. 
Largest 
and 
best 
assortm ent 
dried vegetables 
and fruits—Miss 
Alice Bates, Romeo, Mich., first; 
Mrs. F. E. Scotten, Bolivar, second. 
Section L— Preserves, 
Jams 
and 
Butters. 
Peach preserves—Mrs. Ed Met­ 
calf, Sedalia, first; Mrs. David W at­ 
son, Sedalia, second. 
Pear preserves—Mrs. H. M. Mos­ 
er, Sedalia, first; Mrs. David W at­ 
son, Sedalia, second. 
Cherry 
preserves—Mrs. 
M. 
C. 
Brum mett, Sedalia, first; Mrs. Joe 
Heerman, Sedalia, second. 
Straw berry preserves—R ather 
ine C. Keller, Sedalia, first; Mrs. 
David C. W atson, Sedalia, second. 
Tomato preserves—Olga W agen 
nader, Sedalia, first; Mrs. David 
W atson, Sedalia, second. 
Apple preserves—M argaret Neit 
zert, Sedalia, 
first; 
Mrs. 
David 
W atson, Sedalia, second. 
Plum preserves—Mrs. S. D. Dow, 
Sedalia, first; Mrs. Bert W addell, 
Sedalia, second. 
W aterm elon 
preserves — Mrs. 
Henry T. Rider, 
Lamonte, 
first; 
Mrs. David W atson, Sedalia, sec­ 
ond. 
Apple butter—Mrs. J. W. Foster, 
Clinton, first; Mrs. Ed Hall, Seda­ 
lia, second. 
Peach butter—Mrs. J. F. Taylor, 
Sedalia, first; Mrs. David W atson, 
Sedalia, second. 
Blackberry jam —Mrs. J. F. Tay­ 
lor, Sedalia, first; Mrs. G. E. sFih- 
er, Sedalia, second. 
Raspberry jam —Mrs. B ert W ad­ 
dell, Sedalia, 
first; 
Mrs. 
David 
W atson, Sedalia, second.. 
Grape 
m arm alade—Mrs. J. W. 
Foster, 
Clinton, 
first; 
M argaret 
Neitzert, Sedalia, second. 
Orange marm alade—Mrs. J. W. 
Foster, Clinton, 
first; 
Helen M. 
Bapple, Sedalia, second. 
Best conserve, any 
fruits—Mrs. 
David W atson, Sedalia, first. 
W atermelon rind 
pickles—Mrs. 
David W atson, Sedalia, first; Mrs. 
Roy Hulse, Oak Grove, second. 
Green cucumber pickled sw eet— 
Mrs. David W atson, Sedalia, first; 
Mrs. Roy Hulse, Oak Grove, second. 
Green cucum ber pickles, sour— 
Mrs. M. V. H arris, Sedalia, first; 
Mrs. Roy Hulse, Oak Grove, second. 
Dill pickles—Mrs. Emma North- 
way, Sedalia, first; Mrs. Elizabeth 
Leece, Sedalia, second. 
Chow-chow—Mrs. 
S tuart 
King, 
Sedalia, first; Mrs. B ert Waddell, 
Sedalia, second. 
Beet pickles—Mrs. David W at­ 
son, Sedalia, first; Mrs. F. E. Scot- 
ten, Bolivar, second. 
Mixed pickles, sliced—Mrs. David 
W atson, Sedalia, first; Mrs) N. B. 
M cPherson, K ansas City, second. 
Sliced 
green 
tom ato 
pickles— 
Mrs. N. B. M cPherson. Kansas City, 
first; Mrs. E. J. Donnelly, Sedalia, 
second. 
M ustard pickles—Amanda Close, 
Sedalia, first; Mrs. David W atson, 
Sedalia, second. 
Corn 
relish—Mrs. 
John S. Mc- 
Gaw', Sedalia, frist; Mrs. J. W. Fos­ 
ter, Clinton, second. 
Pickled onions—Mrs. L. A. Os­ 
borne, Sedalia, first; 
Mrs. Clara 
Fugate, Pittsburg, Mo., second. 
Tomato catsup—Mrs. M. V. H ar­ 
ris, Sedalia, first; Mrs. J. W. Fos­ 
ter, Clinton, second. 
Chili sauce—Mrs. Flora Garton, 
Sedalia, first; Mrs. M. V. H arris, 
Sedalia, second. 
Spiced gooseberries—Mrs. J. W. 
Foster, Clinton, second. 
Section O— Miscellaneous. 
Home made 
vinegar 
(one pint 
bottle)—Mrs. O. Bobon, Sedalia, R. 
6, 
first; 
Miss 
Anna 
Bouldin, 
Hughesville, second. 
Mince m eat (pint ja r)—Mrs. C. 
F. Cook, Sedalia, first; Mrs. L. A. 
Osborne, Sedalia, second. 
Grape juice (pint ja r)—Mrs. L. 
A. Osborne, Sedalia, first; Mrs. F. 
Til RiittorwiW Pilot Grove. Reeofid 


The program for the Horse Show 
which was held in front of the 
A m phitheatre and the aw ards fol- 
jlow: 
Roadsters—single. 
Class 
126, 
Gelding 3 years old and over. 
Rex, Shawmut, entered by Quis- 
enberry and Swaithes, Hamilton, 
Mo., 1st—$35.00. 
Bohemian Echo, entered by J. 
H. Tapp, Savannah, 
Mo., 
2nd— 
$25.00. 
Len Small, entered by Tom Bass, 
Mexico, Mo., 3rd—$15.00. 
Reddy, entered by W. P. Jones, 
Columbia, Mo., 4th—$10.00. 
Saddle 
H orses—Three 
gaits. 
Class 151, Ladies’ class, 3-gaited 
saddle horses to be ridden by a 
lady. 
Unnamed entry entered by Hall­ 
wood Farm s, Carthage, Mo., 1st— 
$40.00. 
Bon Ton, entered by Quisenberry 
and Swaithes, Hamilton, Mo., 2nd— 
$30.00. 
Unnamed entry, entered by R. 
B. Glenn, Stephens, 
Mo., 
3rd— 
$20.00. 
Unnamed entry, entered by Mar­ 
ian Jones, W arrensburg, Mo., 4th— 
210.00. 
Fine H arness Horses. 
Class 133. 
Stallion, m are or gelding 3 years 
old and under 4; to be shown in 
light harness and to appropriate 
4-wheeled vehicles: 
H ottentot, entered by Parkview 
Riding Academy, Kansas City, Mo., 
1st—$35.00. 
Halwood Bob O’Link, entered by 
Halwood Farm , Carthage, Mo., 2nd 
—$30.00. 
Pettibocker’s, entered 
by 
H al­ 
wood Farm , Carthage, Mo., 3rd— 
$15.00. 
Forrest McDonald, entered by Dr. 
M. W. Steiner, St. Joseph, Mo., 4th 
— $ 10.00. 
Saddle Horses—five gaits. 
Class 
137. 
Stallions, 3 years and un­ 
der 4: 
Halwood Bob O’Link, entered by 
Halwood Farm , Carthage, Mo., 1st 
—$50.00. 
A stral Peavine, entered by W. P. 
Jones, Columbia, Mo., 2nd—$35.00. 
Bourbon Coiler, 8632, entered by 
Tom Bass, Mexico, Mo., 3rd—$25. 
The H unters class was also held 
and gave an exhibition of hurdling 
much to the delight of the audi­ 
ence. 
The horse show was com­ 
pleted before the storm broke. 
Tuesday’s Attendance Good. 
Tuesday’s attendance at the Mis­ 
souri Centennial Exposition 
and 
State Fair was very 
gratifying 
w eather conditions taken into con­ 
sideration, there being about 15 to 
20 thousand people on the grounds. 
The program for the day was car­ 
ried out as previously announced 
with the exception of the harness 
races, the track being too heavy 
for these events but it was 
an­ 
nounced by those in charge of the 
program s that these races would 
be held W ednesday afternoon the 
track perm itting. 
The Coliseum has been the cen­ 
ter of attraction all of this week 
for the lovers of fine stock for 
it is there that the fine cattle and 
horses have been shown and judg­ 
ed and the premiums 
awarded. 
Thousands have 
gathered 
there 
daily to hear the concerts of 
the 
splendid orchestras who play each 
day and to see the wonderful ex­ 
hibition of live stock. 


1. Shirley W illiamson, Green Co. 
2. Alta Crowe, Greene Co. 
3. Mary W oodward, H arrison Co. 
W ash Dress— 
1. Louise Hopper, Greene Co. 
2. Shirley W illiamson, Greene Co 
3. Elizabeth Dulin, Greene Co. 
Middy Blouse— 
I. Cleone Gibson, Green Co. 
W ash Dress (3rd Course) 
1. Lois Girdner, H arrison Co. 
2. Cleone Gibson, Greene Co. 
3. Muriel Sterling, Green Co. 
Bread— 
I. Lucile H ailer, Johnson Co. 
Rolls— 
I. Frances Lockard, Johnson Co. 
Roll Cookies— 
I. Lucile H aller, Johnson Co. 
Drop Cookies— 
I. Louise Wiliig, Johnson Co. 
Tom atoes— 
I. H arvey Bryan, jr., Pettia Co. 
Potatoes— 
I. H arvey Bryan, jr., Pettis Co. 
W hite Corn— 
1. Clarence Meyer, W arren Co. 
2. H erm an Barring, W ar 
2. H erm an Barringhouse, W arren 
Yellow Corn— 
I. Elm er Hock, W arren Co. 


Ciu b Exhibits 
Fruits and Vegetables— 
1. Saline County. 
2. B arton Co. 
3. Madison Co. 
4. Greene Co. 
, 
5. Greene Co. 
Canned M eats— 
1. Barton Co. 
2. Greene Co. 
3. Green Co. 
Preserves and Jellies— 
1. Greene Co. 
2. Greene Co. 
Club Posters. 
1 
1. Greene Co. 
2. Boone Co. 
3. Johnson Co. 
4. Barton Co. 
i 
Club Note Books— 
1. Lafayette Co. 
2. Johnson Co. 
3. Barton Co. 
4. Audrain Co. 
5. Boone Co. 


V , 


i 


\ 


Agricultural Awards. 
Awards in boy’s and girls’ state 
club work follows: 
Individual Exhibits— Class A. 
Bag, laundry or sewing— 
1. Marian Bails, Johnson county. 
2. Ruth Grooms, Lafayette Co. 
3. Tillie Temple, Lafayette Co. 
Cap— 
1. Mildred Nelson, Lafayette Co. 
2. Nell Smith, Greene County. 
3. Violet Brewer, Prairie Co. 
Aprons— 
1. Dorothy Bootee, H arrison Co. 
2. Violet Brewer, Prairie Co. 
3. Tillie Temple, Lafayette Co. 
Nightgown— 
1. Maxine Player, Greene Co. 
2. R uth Grooms, Lafayette Co. 
3. Amanda Kingley, Atchison Co. 
Bloomers— 
1. Nellie E. May, Holt Co. 
2. Nell Smit!), Greene Co. 
3. Louise Bewer, Prairie Co. 
Articles for Home— 
1. Pearl Recherm ann, Lafayette. 
2. K atherine Knapheide, Lafay 
ette county. 
3. Louise Hopper, Greene Co. 
P etticoat— 
1. Dorothy Boothe, H arrison Co 
2. Louise Hopper. Greene Co. 
3. Elizabeth Dailin, Greene Co. 
Patch W ork— 
I. Elizabeth Dulin, Greene Co. 
2 Cora Crowe. Greene Co 


Dem onstration Girls’ Club— 
1. Johnson Co. 
4 
2. Holt Co. 
f 
3. Greene Co. 
/ 
4. Lafayette Co. 
j 
5. H enry Co. 
Boy’s Clubs— 
\ 
1. Livingston Co. 
2. Livingston Co. 
I 
* 
3. Greene Co. 
4. Pettis Co. 
5. Tie between H enry and P ettis, 


Stock Judging 
Draft H orses— 
1 


1. Jas Gilmore, Greene Co. 
" 
2. Ira Thornton, DeKalb Co. 
3. Clifford W indsor, Johnson Co. 
Mules— 
1. Clifford W indsor, Johnson Co. 
2. Chas. Steele, Livingston Co. 
3. Ulah Hortem, Johnson Co. 
Beef C attle— 
1. Edgar Brooks, Livingston Co. 
2. Lee Steen, Ltrfngston Co. 
Dairy Cattle— 
1. Ira Thornton, DeKalb Co. f ' 
2. Jas Smith, Greene Co. 
3. Jas. Gilmore, Green Co. 
) 
Swine— 
i 
1. Ira Thornton, DeKalb Co. 
2. and 3. Millard R ushton,Living-, 
ston Co., W illiam Baxter, G reene 
Co., George W illiams, De Kalb Co. 
Poultry— 
I. and 2. tied; Chas. Steele, Liv­ 
ingston Co., Lowell Forbes, Living­ 
ston Co. 
3. tied; Reece Ammin, 
Francis! 
Quinn, Livingston Co. 
State Champions in Stock Judging 
1. Frank Campbell, Livingston. 
2. Jas. GiUmore, Green Co. 
3. Millard Rushton, Livingston. 
4. Lowell Forbes, Livingston. 
5. Jerrell Ammin, Livingston. 
Grain Judging— 
1. Millard Rushton, Livingston. 
2. and 3. tied; Ira Thornton, De­ 
Kalb; Lee Steen, Livingston; Deo. 
McWilliams, DeKalb. 
4. Gerald Ammin, Livingston. 
5. Tied, Lowell Forbes, and Le* 
Roy Mclrvin, Livingston Co. 
Pig Club Exhibit 
( 
Duroc Jerseys— 
1. 5. and 6. Edgar Brooks, Livings 
ston Co. 
2. 3. and 4. Paul Bidstrip, Cooper. 
Duroc Jersey (sow pigs)— 
1. LeRoy Mclrvin, Livingston. 
s 
2. Edgar Brooks, Livingston. 
3. 4. 5. and 
.6 Paul 
Bidstrip, 
Cooper Co. 
Poland China (sow pigs)— 
j 
I. and 2. Ralph Sm ith, Platte. 
3. Gerald Amylin, Livingston. 
Poland China (sow pigs— 
I. 2. Ralph Smith, P latte Co. 
3. Genevieve Tennyson, Platte. 
4. Gerald Ammin, Ivingston Co. 
C hester W hite (boars and sows) —1 
I. 2. and 3. Carl Holland, Clinton. 
4. 5. and 6. Manning Grimes, Sa­ 
line Co. 
Ham pshire (boar pigs)— 
I. and 2. Georgia Lee Lomgkop, 
Cooper Co. 
H am pshire (sow pigs)— 
1. Carl Bradford, Clark Co. 
2. 3. and 4. Georgia Lee Lomg­ 
kop, Cooper Co. 
Spotted Poland China (boar pigs) 
1. WTn. Jacoby, Randolph Co. 
2. Harold Jones, Livingston. 
3. and 8. Lee Steen, Livingston, 
4. John F. Fipklip, Randolph. 
5. Carl Porter, Platte Co. 
6. Raymond Vadnair, Livingston. 
Spotted Poland China (sow pigs) 
I. 2. and 3. 
Wm. 
Jacobv, Ran, 
dolph Co. 
* 


4. Carl Porter, latte Co. 
5. Raymond Vadnais, Livingston, 
6. Sam Babb, Livingston. 
7. Wm. Boyd. Livineston 
* rJB 
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Section A — Open to Country 
Schools. 


Class I—Four 
complete writing 
books representing 
four different 
grades. 
I. 2 and 3—Henry county. Miss 
Catherine 
Spangler, 
superintend­ 
ent. 
2—Crayon sketches 
illustrating 
reading lessons, grades I and 2. 
1—Atchison 
county, 
Mrs. S. B. 
Grabe, superintendent. 
2—Pem iscot 
county 
(Speer 
school) Miss Minnie Boone, teach­ 
er. 
3—Jefferson county, R. B. W il­ 
son, superintendent. 
Six poster designs from grades 
3 and 4 
1—Speer school, Pemiscot coun­ 
ty. 
2—Atchison county. 
3—Atchison county. 
W ater sketches showing how we 
travel 
2—Atchison county. 
I—Speer school. 
W ater color sketches 
showing 
different breeds of poultry 
I—Johnson county, superintend­ 
ent, E. B. Wood. 
W ater color landscapes by pupils 
(rom grades 5 to 8 
I and 2—Atchison county. 
3—Pettis county, superintendent, 
T. R. Luckett. 
Paper cutting 
by 
pupils 
from 
grades one and two in form of book 
of nursery rhymes: 
1—Speer school. 
2—Shelby county, 
Mrs. 
Myrtle 
Threlkeld, superintendent. 
3—Vernon 
county, 
Miss 
Eliza­ 
beth White, superintendent. 
Handiwork— Boys. 
Complete model by one boy of 
some 
piece 
of 
farm 
equipment 
which is usually made on the farm: 
1—Boone county, 
Sinai 
school, 
Boone, teacher. 
2—Newton county, W. E. Veer- 
kampp, superintendent. 
3—Pettis county. 
Piece of woodwork for household 
use: 
1—Nodaway county, Bert Cooper, 
superintendent. 
2—Atchison county. 
3—Pettis county. 
Bird house made by boys of one 
school: 
1—Vernon county. 
2—Vernon county. 
3—Atchison county. 
One 
complete 
mechanical 
toy 
made by one boy : 
I, 2 and 3—Pettis county. 
Handiwork— Girls. 
Dressed doll. 
Hand sewing by 
girl under ten: 
1—Pettis county. 
2—Henry county. 
3— Shelby county. 
Outfit fo rdoll. 
Hand sewing by 
girl under tw elve; 
1—Pettis county. 
2-3—Vernon county. 
Slip-over garment. 
Hand sewing 
by girl under thirteen. To be made 
with French seams. 
Trimming to 
be hand-made: 
1—Henry county. 
2—Shelby county. 
3—Scotland county. 
Cotton 
dress. 
Machine 
sewing 
by girl under thirteen. 
Scams to 
be flat fell or French: 
I. 2 and 3—Pettis county. 
Exhibit of embroidery from one 
school, to include not less than five 
specimens, each article to be made 
by a different pupil: 
I—Scotland county, A. B. Wil­ 
liams, superintendent. 
Exhibit of hemstitching from one 
school, to include not less than five 
specimens, each article to be made 
by a different pupil: 
1—Pettis county. 
2—Vernon county. 
8—Scotland county. 
Best 
exhibit 
of 
handwork for 
boys and girls: 
1—Nodaway county. 


2 —Scotland county. 
S--Snelby county. 
Handwork-—Girls and Boys. 
Best colored map showing result 
of soil survey 
of the 
school dis­ 
trict : 
1-2—Pettis county. 
3—Speer school. 
Best 
model 
of 
country 
borne 
showing the installation of modern 
conveniences such as bath, water, 
light and heat: 
I—Hickory county, superintend­ 
ent, B. B. Ihrig. 
Exhibit 
of 
cardboard 
articles. 
Suggestion: 
Portfolios, 
writing 
pads, boxes, etc.: 
1—Speer school. 
2 and 3—Jefferson county. 
Exhibit of coping saw' work: 
I and 2—Mississippi county, Miss 
Clara E. Graham, superintendent. 
2— Speer school. 
Exhibit of clay modeling: 
X—Speer school. 
2—M ississippi county. 
3—Shelby county. 
Original stories illustrated by or- 
tginal drawing of pictures cut and 
pasted, or kodak pictures, grades 
from one to four 
on 
the 
topic, 
"Three Best Games We Play"; 
I—Vernon county. 
Original 
stories 
illustrated 
by 
original drawings or pictures cut 
out and pasted, to include at least 
four sto rie s from each grade. 
I a n d 2— P e ttis co unty. 
A g ric u ltu ra l n o teb o o k : 
1— P e ttis co unty. 
2— V ernon co unty. 
3 —c la rk county, guperintendent, 
M iss A lberta B. C allison. 
M ounted collection of ten in se c ts 
in ju rio u s to M isso u ri's a g ric u ltu ra l 
p ro d u cts, w ith n a m e s 
a n d 
s ta te ­ 
m e n t as to p rac tic a l m eth o d of com 


b a tin g th e m : 


I — S p e e r school. 
M ounted 
collection 
f e e d s an d 
g rain s 


few er than ten, 
y ith 
nam e and 
sta te m e n t of use m ade of each: 
I—P e ttis county. 
, 
2— H enry county. 
3—St. 
G enevieve, 
M iss 
V ivian 
Gaty, su p erin ten d en t. 
M ounted collection of five local 
w eeds, show ing plant, flow er and 
seed, w ith a statem en t of how to 
erad icate each w eed: 
lJS p e e r school, Pem iscot county. 
M ounted collection of forest tree 
leaves, ten or m ore: 
1— H enry county. 
2— S peer school. 
C ollection of ten or m ore native 
M issouri flow ers from each m em ­ 
b er of th e class, dom esticated and 
w ild : 
1—H enry county. 
2—S peer school. 
3—A tchison county. 
P rin ted outline m aps of M issouri 
show ing 
location 
of 
th e 
la rg e r 
riv ers, 
railroads 
and 
principal 
to w n s: 
1— Scotland county. 
2— Speer school. 
3— St. G enevieve. 
F our m aps of M issouri show ing 
counties 
leading 
in production of 
corn, w heat, lead, zinc, iron, light 
horses, m ules, apples, straw b erries, 
p rairie hay and broom corn: 
1—S peer school. 
2— Scotland county. 
3—A tchison county. 
/ 
Tw o m aps (colored) of Europe, 
one show ing E urope prior to A ug­ 
u st I, 1914; the other, a fte r th e 
signing of th e tre a ty of peace at 
th e close of th e w orld w ar: 
1—P ettis county. 
2—V ernon county. 
3—S peer school. 
C ollection of n ativ e woods. T w en­ 
ty or m ore specim ens of uniform 
size, m ounted to show bark, sap ­ 
wood and heartw ood: 
1—H enry county. 
2— N odaw ay county. 
3— H enry county. 
B est exhibit of w ork in th is sec­ 
tion of articles not listed in any of 
th e above c la sse s; 
1—Jeffferso n county. 
2— M ississpipi county. 
3— Shelby county. 
Handiwork— Mountie*. 
E xhibit of hand sew ing of not 
less th an six g arm en ts by six dif­ 
fe re n t girls rep resen tin g a t least 
four differen t schools: 
1— Scotland county. 
2— Shelby county. 
3—P e ttis county. 
E xhibit of w oodw ork of n o t less 
th a n six pieces 
by six 
d ifferen t 
boys rep resen tin g a t le a st four dif­ 
fere n t schools: 
I and 2—N odaw ay county. 
2—P e ttis county. 
C ollection of ten notebooks show ­ 
ing school wrork: 
1— S cotland county. 
2— P e ttis county. 
E ssay on th e drying or canning 
of fru its and vegetables, accom pn- 
nied by draw ing show ing a good 
type of fru it d ry er: 
I — Spedr school. 


Nature Study. 
Collection of wild native M issouri 
flow ers, pressed and m ounted up- 
j on card s or heavy paper and tided 
'to g e th e r in book form : 
1— S edalia public schools. 
2—Colum bia public schools. 
3—Sedalia public schools. 
C ollection of 
leaves 
of 
native 
M issouri 
trees, 
accom panied 
by 
statem en t of 
habits, 
distribution 
and econom ic value of trees rep re­ 
sen ted : 
I and 2—Sedalia public schools. 
C ollection of native 'woods: 
1— Sedalia public schools. 
2—C olum bia public schools. 
3—N evada public schools. 
M ounted collection of five local 
weeds, show ing plant, flow er and 
seed, 
w ith 
statem en t 
of 
how to 
eradicate each w eed: 
I —Sedalia public schools. 
Handiwork— Boys and Girls. 
D isplay of 
bound 
books 
from 
eighth g ra d e ; 
1—C linton public schools. 
2— Sedalia public schools. 
3—W ellington public schools. 


specim ens 
of 
uniform 
size,* 
I. and 2. W arrensburg T eachers’ M i L IO i f * E S IM C D O 
m ounted to show bark, sapwood J College. 
KANuAu MINtKu 
and heartw ood— 
I 
3. M issouri Com m ission for 
t h e . 
I. Lam onte high school. 
blind, St. Louis, Mo. 
S eries 
of . p h o to g rap h s 
show ing Exhibit in com m ercial designs, 
to 


of 
useful 
classified, 
not 


C ounty m aking best general ex­ 
hib it: 
1—P e ttis county, C. A. G reene, 
superin ten d en t. 
2— H enry county, K ath erin e E. 
Spanbher, C linton, su p erin ten d en t. 
3—V ernon county, N evada, M rs. 
E lizabeth L. W hite, su p erin ten d en t 
Section B— Open to Town Schools. 
S et of w riting books for en tire 
room of a t le ast th irty pupils: 
1— Springfield public schools, W 
W. T hom as, superin ten d en t. 
2— C olum bia public schools, W . I. 
Oliver, superin ten d en t. 
3—H olden public schools, P. A. 
C arlton, su p erin ten d en t. 
E xhibit of no t less th an 12 p er­ 
spective sk etch es in color, show ing 
plans for living, dining and bed 
room s, from eig h th grade: 
1—Jefferso n C ity public schools, 
W. M. O akerson, superin ten d en t. 
2—C olum bia public schools. 
3— Sedalia public schools, C. A. 
G reene, su p erin ten d en t. 
E x hibit 
of costum e 
designs in 
color from grades seven and eight: 
X— S pringfield public schools. 
2—H an n ib al 
public 
schools, 
F ran k ie Connell, vocational super­ 
intendent. 
3—Jefferso n C ity schools. 
Book cover designs from grades 
seven and eig h t: 
X—Leadw ood school, Ironton, Mo. 
2— S edalia public schools. 
3—C olum bia public schools. 
P ose sk etch es 
in 
w ater 
color 
show ing costum es of all nations. 
One sk etch from each m em ber of 
th e c la s s : 
1— J e ffe rso n City public schools. 
2— C olum bia public schools. 
3—C olum bia public schools. 
A collection of six p o ster designs, 
grade 6 ; 
, 
X— Sedalia publis schools. 
2—Jefferso n C ity publis schools. 
3— Leadw ood school, Ironton. 
W a te r 
color 
landscape, 
grade 


five: 
1— S edalia public schools. 
2—C olum bia public schools. 
3—S pringfield public schools. 
B rush w ork 
sk etch es 
show ing 
how we travel. 
G rades four to 
seven: 
1— Sedalia public schools. 
2—Colum bia publis schools. 
3—Leadw ood school, Ironton. 
Pose sk etch es in b ru sh w ork by 
th ird grade, show ing school gam es: 
1—Colum bia public schools. 


2 —Jefferso n City public schools 
3—C olum bia public schools. 
C rayon 
sk etch es 
illu stratin g 
daily lessons by grades one and 
tw o: 
X— C olum bia public schools. 
2—Jefferson C ity public schools. 
3— Leadw ood school, Ironton. 
F ree hand p ap er cu ttin g to be 
show n in books, m ade up from in­ 
dividual sh e e ts: 
1—C olum bia public schools. 


2 — S ed alia 
public schools. 
3—S edalia public schools. 
3—Leadw ood school, Ironton. 


D isplay of 
cardboard 
projects 
from seventh grade: 
1—Colum bia public schools. 
2—Jefferson City public schools. 
3— Sedalia public schools. 
D isplay 
of 
tooled 
le ath er a rti­ 
cles: 
I, 2 and 3—Jefferson City public 
schools. 
E xhibit of a construction project 
to include w ork from grades one, 
two, th ree and four: 
I —Jefferson City public schools. 


Handwork— Beys 
A m echanical toy m ade by a boy 
under fourteen— 


1. Sedalia public schools. 
2. Colum bia public schools. 
3. St. Joseph public school. 
D isplay of coping 
say w ork from 
from grades five and six, 12 
or 
m ore pieces, to include only fig­ 
u res of anim als and people— 
1. Colum bia public schools. 
2. Jefferson City public schools. 
3. Jefferson City public schools. 
E xhibit of bird houses from grade 
7, including designs suitable 
to 
the needs of various bird s— 
1. Colum bia public schools. 
2. Colum bia public schools. 
3. S edalia publis schools. 
E xhibit of 
plain 
fu rn itu re 
from 
grade 8, to include not less than 
six pieces by 6 boys— 
I, 2 and 3 Sedalia public schools. 
Handwork— Girls 
D ressed doll. H and sew ing by girl 
under IO— 
I. and 2. S edalia public schools. 
3. Colum bia public schools. 
Slip-over garm ent, hand sew ing by 
girl under 13— 
I. and 2. Colum bia public schools 
3. Sedalia public schools. 
C otton dress. 
M achine 
sew ing by 
girl under 15— 
I. 2. and 3, Sedalia public schools 
D isplay of hand em broidery. 
N ot 
less th an 12 pieces— 
1. Sedalia public schools. 
2. L aredo public schools. 
3. H annibal public schools. 
D isplay of h em stitch in g — 
I. 2. and 3 Sedalia public schools 
E xhibit of sew ing, not less than 12 
finished g arm en ts— 
1. S edalia public schools. 
2. L aredo public schools. 
3. Colum bia public schools. 
Boys and Girls 
E xhibit of w ork in English. G rades 


class experim ents and field work 
in ag ricu ltu re— 
I. C hillicothe high school. 
E xhibits of photographs 
covering 
one of the following 
subjects: 
M issouri scenery; civic im prove­ 
m ent in a M issouri tow n or city; 
im provem ent in a M issouri country 
hom e; im provem ent in a M issou­ 
ri rural school; im provem ent of 
road in a M issouri ru ral com m un­ 
ity -- 
I. C hillicothe high school. 
An essay on the “E ffects of H ere­ 
dity and E nvironm ent on the Im ­ 
provem ent of Farm A nim als.”— 
I. and 2. C hillicothe high school. 
3. Oak Grove high school. 
B est exhibit of posters illustrating 
or advertising school 
activities. 
E xhibit m ust include five pieces. 
I. Sedalia high school. 
B est exhibit of w ater color illustra- 


by 


ting com m ercial de.signs. E xhibit 
I. Sedalia high school. 
H igh school annual 
published 
in 
the year 1920 21— 
1. W ebb City high school. 
2. C arthage higv school. 
3. Sedalia high school. 
Section D— Vocational School* 
An exhibit of photographs covering 
the w ork 
in vocational 
agricul­ 
tu re — 
1. C hillicothe high school. 
2. Mexico, Mo., high school. 
An exhibit of the best note books 
covering one year of w'ork in vo­ 
cational ag ricu ltu re— 
1. C hillicothe high school. 
2. L am onte high school. 
3. Cape G irardeau T eachers Col­ 
lege. 
T he best project report books cov­ 
ering a six-m onth project— 
I. C hillicothe high school. 
The b est exhibit 
of 
ag riculture 
shop wrork including any or all of 
the following phases of th e wrork 
Specim ens of w ork in wood, iron, 
leather, rope, draw ings of plans 
and blue p rin ts— 
I. C hillicothe high school. 
Section E.— Special Schools 
Elementary Department 
E xhibit show ing wrork in E nglish— 
1. and 3. Cape G irardeau T each­ 
e rs’ College. 
2. W arrensburg T eachers College 
E xhibit show ing 
handw ork 
for 
girls— 
I. 2. and 3. W arren sb u rg T each­ 
e rs’ College. 
Ex 
h ibit show ing handw ork 
for 
boys— 
I. 2. and 3. W arren sb u rg T each­ 
e rs ’ College. 
E xhibit show ing 
w ork 
in 
geo­ 
grap h y — * 
1. W arrensburg T eachers Col. 
2. and 3. Cape G irardeau Teach 
ors’ College. 
E xhibit show ing w ork 
in 
m athe­ 
m atics— 
1. Cape G irardeau T each ers' Col. 
2. and 3. W arrensburg T each ers’ 
College. 
E xhibit of designs for story 
ers. 
G rades 3 to 8— 


include IO specim ens m ade 
different pupils— 
I. 2. and 3. W arrensburg T each­ 
ers’ College. 
E x h ib it of sk e tc h e s show ing 
the 
m eth o d of teach in g in terio r dec­ 
o ra tio n — 
I. W arrensburg T eachers' Col. 


Specials. Open to leachers 
O riginal device for reaching 
some 
specific phase of subject m atter, 
to be accom panied by statem ent 
of plan and purpose and illustra 
ted by sam ples of 
pupil’s 
work 
done under the m ethod— 
1. H annibal school or art dept. 
2. P rospect school, Sedalia. 
3. W arrensburg T eachers’ Col. 
Open to All Classes 
T he m ost unique original display. 
This exhibit is to bo rep resen ta­ 
tive of the school system . 
The 
judge in m aking his decision 
take into consideration the 
of the pupils and 
size 
of 
school system — 
1. W arrensburg T eachers' Col. 
2. St. Joseph public schools. 
3. Colony for feeble m inded and 
aphetic, M arshall, Mo. 
Open to Student Lincoln Institute 
E xhibit of best w orkm anship 
in 
shoes including 
3 pieces 
to in­ 
clude 3 different styles m ade by 
one stu d en t— 
I. and 2. Lincoln U niversity. 
E xhibit of w earing apparel 
for 
m en m ade by one stu d en t to in ­ 
clude at least 3 pieces— 
I. 2. and 3. Lincoln U niversity. 
E xhibit of w earing apparel for w o­ 
m en to include at least 3 pieces 
I. and 2. Lincoln U niversity. 


WERE ORDERED TO 
RETORN TO WORK 


IN T ER N A T IO N A L 
E X E C U T I V E 
BOARD 
H O LD S 
S T R IK E S A T 
T W O MINES IN K A N S A S DIS­ 
TR IC T 
W E R E 
IN VIOLATIO N 
O F 
A G R E E M E N T 
AS NO E F ­ 
FO R T 
H AD B E E N 
E X E R T E D 
TO S E T T L E D ISPU TE B E F O R E 
C A LLIN G O F T H E W A L K O U T . 


Ford touring car north 
on 
W ash­ 
ington avenue started to turn east 
of Second stre e t and then cut back 
in front of the m otorcycle officer, 
who crashed into the Ford, it 
is 
said. 
The handlebars of the m otorcycle 
w ere broken and other parts pf the 
m achine dam aged to the extent of 
about $75, w hile only 
the 
fender 
and running board on 
the 
Ford 
w ere bent. 


THE TEXACO WONDER 
For kidney and bladder trouble** 
rheum atism and 
gravel, by 
m ali 
$1.25. 
Sm all 
bottle 
often 
cure*. 
Send for sw orn 
testim onials. 
Dr, 
E. W. H all, 
2325 
Olive 
St., S t 
Louis, Mo. Sold by druggists. 
A dvertisem ent 


MHOS COLLIDED ON 
WEST SIXTEENTH STREET 


age 
the 


By Associated Press. 


Indianapolis, Ind.. Angust 22. — 
M iners on strik e at the Dean Mill­ 
ing com pany and the R eliance Coal 
com pany in the K ansas coal fields 
have been ordered 
to 
retu rn 
to 
work, it w as announced today at 
^lU ] International h eadquarters of 
the 
U nited Mine W orkers of America. 
T his action was taken by the In ter­ 
national executive board following 
a hearing la st week at which Alex­ 
ander H ow at, president of the K an­ 
as d istrict of the Mine W orkers 
union w as sum m oned to appear. 
T he executive board 
held 
the 
strik es at these two m ines w ere 
in violation of the agreem ent be­ 
tw een the m iners’ organization and 
the operators inasm uch as no effort 
had been m ade to settle the dispute 
before calling the strike. 


IN 
T H E 
CIRCUIT 
C O U R T 
O 
P ETTIS 
CO U N TY , 
MISSOURI 
O CTO BER TER M , 1921. 


R ichard 
M urphy 
Trust. Company, 
(a 


W hen you feel dull, achy and 
sleepy 
and w ant to stretch fre- 
qquently, you are ripe for an a t­ 
tack of m alaria. T ake H erbine a t 
once. It cures a la d a and 
chills 
and p u ts the 
system In order. 
Price, 60c. Sold by W . E. Bard 
Drug Co. 
A dvertisem ent 


LITTIE GIRL'S CHIN GUT 
IN IN MITO ACCIDENT 


MAN SOUGHT AS 
SLAYER OF WOMAN 
WAS FOUND DYING 


By Associated Press. 


P orterville, Cal., Aug. 22.—W al­ 
te r H. A lexander w as found dying 
on a ranch IO m iles from here by a 
posse early today. 
A lexander died 
before any aid could be adm inister­ 
ed and Sheriff C ourt Sm ith, leader 
of the posse, 
believes 
A lexander 
poisoned him self. 
Mrs. J. P. Bachm an, forced to 
choose betw een h er husband and 
another m an in the presence of 
both, elected to rem ain tru e to her 
coy-1 m arriage, 
and 
thus 
sealed her 


L aruth H erm ann, 
6 
year 
old 
daughter of Mr. and Mrs. Joseph 
H erm ann of 220 South Q uincy ave 
nue, received a severe cut on 
her 
chin and m inor bruises oh h er body 
about 7:30 o’clock S aturday even­ 
ing, when a car in w hich she 
w as 
riding w ith h er m other, stru ck the 
rear of a car driven by J. D. Donno- 
hue. 
T he accident occurred 
betw een 
H arrison and G rand 
avenues 
on 
W est T hird street. Mr. D onnohue 
slowed dowrn 
to 
av ert 
running 
over a dog and a D ort car following 
close, and driven by Mrs. H erm ann 
struck the rear of his car. The jolt 
threw the child against th e w ind­ 
shield writh such 
force 
th a t 
the 
glass was broken and the child in 
jured. 
She w as 
taken 
into 
the 
hom e of Dr. W. G. 
Jones, 
wrhere 
m edical atten tio n 
w as 
rendered. 
The fender and one of the w heels 
or> Mr. D onnohue’s car vTere b a tte r­ 
ed up and the front of 
Mrs. 
H er­ 
m ann’s car slightly dam aged. 


R. Ii. D avenport, from K ansas 
City, driving a jitney bus, collided 
with a Ford coupe, owned and driv­ 
en by Dr. George F. Townsend, ac­ 
com panied by his wife and sm all 
child at the corner 
of 
Sixteenth 
street and M issouri avenue, about 
8 
o’clock 
S aturday 
night. 
Dr. 
Tow nsend w as 
driving 
south on 
M issouri avenue and started to turn 
east on Sixteenth, w hen D avenport 
n the large bus cut over to the 
south side of th e stre e t crashing 
into the Ford, it is said. 
W ith the 
exception of a slight injury to Dr. 
Tow nsend’s left arm , all the occu­ 
pants of the two cars escaped un­ 
injured. 
The left front w heel of 
the truck wras sm ashed w hile a door 
on the Ford w as broken, and the 
body and fenders badly bent. 
The bus 
afte r 
running 
into 
Tow nsend s car w ent on and struck 
another Ford touring car owned by 
W. S. Boltz of n ear G reen Ridge, 
which was standing in front of a 
garage on th a t corner, 
w hile 
Mr. 
Boltz w as having the tail light on 
the car repaired. 
The 
left 
front 
light was sm ashed and the running 
board w as badly bent on the la tte r 
Ford. 
A ttachm ent suits w ere filed 
by 
both Tow nsend and 
Boltz 
before 
Judge T. H. F ish er in justice court 
ast night, the form er asking 
for 
$250 dam ages w hile the la tte r ask­ 
ed for $50 dam ages. 


Notice of Final Settlement 


NOTICE IS 
H ER EB Y GIVEN, 
T h at the undersigned H. R. Camp, 
adm inistrator of the e sta te of S ar­ 
ah E. Dickens, deceased, w ill m ake 
final settlem ent 
of his 
accounts 
w ith said estate as such adm inis­ 
tra to r a t the next term of the P ro­ 
bate Court of P ettis County, 
M is­ 
souri, to be begun and 
holden 
at 
Sedalia, in said County on th e 8th 
day of A ugust A. D. 1921. 


to 8- 


• death, w hich cam e an in stan t later 
I. Cape G irardeau T each ers’ Col. I w hen the other m an, W alter H. Al- 
E xhibit of posters m ade to adver- 


PICKPOCKETS NABBED 
PURSES AT THE FAIR 
Pickpockets w ere active at the 
fair grounds T hursday and F riday 
as tw o th efts w ere reported to the 
local police departm ent. 
Lou B ern­ 
stein of 212 E ast F ifth street, re- 


T R U S T E E 'S S A L E . 
W hereas, Louis M. M onsees and 
Rickey C. M onsees, his wife, and 
W illiam F. M omberg and E ula E. 
Momberg, his wife, by th e ir certain 
Deed of T ru st dated the first day 
of M arch, 1918, and recorder in the 
I R ecorder’s office of P ettis county, 
at Deed Book 257, page 318, con-1 and th a t any in terest 


tise school activities. G rades 
and 8— 
I are you going to do?” A lexander is 
I. 2. and 3. W arren sb u rg Teach- j quoted of dem anding of Mrs. B ach­ 
e s ’ College. 
man. 
“I 
guess 
I’ll 
stay 
h ere,” 
E xhibit of w ork show ing correla- 
1. L aredo public schools. 
2. Leadw ood school, Ironton, Mo. 
3 P ark v ille public schools. 
S et of spelling blanks 
for en tire 
room of a t least 30 pupils— 
1. Sedalia public schools. 
2. Jefferso n C ity public schools 
E xhibit in com position w ork— 
1. Colum bia public schools. 
2. Sedalia public schools. 
3. P arkville public schools. 
F our m aps 
of M issouri 
show ing 
counties leading in 
th e 
produc 
Hon of corn, w heat, 
lead, 
zinc, 
iron, light horses, m ules, apples, 
s traw herries, p rairie hay, broom 
corn and cotton— 
1. S edalia public schools. 
2. H annibal public schools. 
3. L eadville school, Ironton, Mo. 
Two m aps (colored) of M issouri— 
I. Sedalia public schools. 
Section C— Open to High Schools 
Two com plete sets of a t le a st 
3 
books in bookkeeping— 
1. N o rth east high school, K ansas 
City, Mo. 
2. Colum bia high school. 
3. G alt H igh school, G alt, Mo. 
Two biology, zoology 
or 
botany 
notebooks— 
I. and 2. Colum bia public schools 
3. Sedalia public schools. 
Tw'o physics 
or chem istry 
note­ 
books— 
1. P alm yra high school. 
2. C hillicothe high school. 
Two physical geography or agricul­ 
tu ral notebooks— 
1. L am onte high school. 
2. C hillicothe high school. 
3. E sth e r high school. 
Two h isto ry notebooks— 
I. 2. and 3. H annibal high school. 
Two E nglish notebooks— 
I. P la ttsb u rg high school. 
F our con stru ctiv e 
draw ings 
in 
geom etry— 
I. 2. and 3. S edalia high school. 
S et handsom e geom etric solids— 
I. 2. Sedalia high school. 
3. K ansas C ity C entral high. 
E xhibit of cabinet m aking— 
I. K irkw ood high school. 
E xhibit of sew ing, not less th an 12 
finished g arm em s— 
I. E sth e r high school. 
S et of 4 draw ings, illu stratin g ap­ 
p aratu s used in 4 different 
ex­ 
perim ents in th e stu d y of phys­ 
ics— 
1. K irkw ood high school. 
2. P alm y ra hi#4> school. 


tion of a rt w ith n atu re study— 
I. 2. and 
3. 
Cape 
G irardeau 
T each ers’ College. 
Exhibit of a rt w ork show ing teach ­ 
ing perspective— 
I. 2. and 3. W arrensburg T each­ 
ers* College. 
E xhibits of handw ork show ing m e­ 
thod of teaching aplied design— 
I. 2. and 3. W arren sb u rg T each­ 
ers* College. 
E xhibit show ing m ethod of teach ­ 
ing com m ercial arith m etic, 
in­ 
cluding bookkeeping— 
1. and 3. Cape G irardeau T each­ 
e rs’ College. 
2. osenthal school of Com m erce, 
Colum bia, Mo. 
E xhibit show ing m ethod in teach ­ 
ing science to be accom panied by 
statem en t outlining m ethod— 
I. and 2. Cape G irardeau Teach- 
e rs’ College. 
Ten pieces of wrood-turning or pat­ 
te rn m aking— 
I. W arren sb u rg T each ers’ Col. 
E xhibit of joinery and cabit-mak* 
ing, not less th an IO pieces— 
I. and 2. Cape G irardeau Teach­ 
e rs’ College. 
3. L incoln U niversity, Jefferson 
City, Mo. 


guess 
Bachm an, says his wife replied. 
Mrs. B achm an was in her hus­ 
band’s m otor car. 
Thereupon, B achm an says, Alex­ 
ander fired a shotgun point blank 
at the wom an. 
The charge struck 
her in the back and she fell dead. 
The 
shooting 
was 
a t the ranch 
home of H. S. Collins, step fath er of 
Alexander, n ear here. 
A fter 
the 
shooting 
A lexander 
w ent awray carrying the shotgun, it 
was said, 
and 
a sh eriff’s 
posse 
started in search of him. 


ported to the police th a t night th a t 
exanderf it is charged 
shot 
and j h e -had been relieved of about $30 
killed h er yesterday. 
“W ell w hat j in cash wThile at the fair th a t night. 
F. A. W ilson of 1401 South P ark 
avenue, inform ed the officers F ri­ 
day night th a t som e one stole a 
pocketbook containing about $100 
in cash and checks out of his pock­ 
et w hile he was getting on one of 
th e busses to ride into tow n. 
So 
far as is know n these are the only 
two pickpocket jobs th a t have been 
pulled these tw o w eeks as th ere 
has been no rep o rt of anyone be­ 
ing robbed about the city. 


P u rity and healing pow er are th e 
chief 
ch aracteristics 
of Liquid 
Borozone. It m ends torn cut burn­ 
ed or scalded flesh w ith w onderful 
prom ptness. 
Phice, 30c, 60c and 
$1.20. Sold by W. E. B ard D rug Co. 
Advertisement 


MOTORCYCLE OFFIGER 
HURT IN COLLISION 


and 
Sedalia* 
corporation) 
............................................ P lain tiffs 
13359 —vs— 
M ichael Enright, Delia M cTigue. 
Thom as 
Enright. 
Ella 
Crowley, 
John O’Keefe, Alice O’Keefe, M ar­ 
garet O’Keefe, 
Michael 
M urphy, 
P atrick H enry Murphy, Josie Lig­ 
gett, Paul M urphy, Mary Ann M ur­ 
phy, Josephine 
M urphy, 
T alitha 
M urphy, M aggie Downs, Jam es E d­ 
w ard M urphy, John M urphy, M ary 
Ann F riday 
H ouston, 
K atherine 
Friday, Lizzie 
Downs 
and 
John 
Donnelly, if he is living, and if he 
is dead, 
the 
unknow n 
consort, 
H eirs, D evisees, Donees, A lienees, 
and im m ediate, m esne and rem ote, 
voluntary and involuntary grantees 
oi the said John D onnelly, S arah 
Edna Donnelly, Lora E lm a D onnel­ 
ly and J. H arold Donnelly, 
.......................................D efendants. 
TH E STATE OF M ISSOURI TO 
T H E ABOVE NAMED 
D EFEN D ­ 
ANTS, GREETINGS: 
You are hereby notified th a t an 
action has been commenced against 
you in th e C ircuit Court of P ettis 
County, M issouri, for the 
purpose 
of construing the last will of John 
W. M urphy, deceased, late of P e t­ 
tis County, M issouri, and ascertain­ 
ing and nam ing the heirs 
of 
the 
said John W. M urphy and 
ascer­ 
taining the am ount due each one of 
said heirs, and 
the 
m anner 
in 
w hich said estate shall be distri­ 
buted am ong said heirs according 
to the term s of said will, th e prop­ 
erty affected by such action being 
the entire estate of the said John 
W. Murphy? consisting of real and 
personal property principally situ ­ 
ated in P ettis County, M issouri, th e 
last residence of the said Jo h n W . 
M urphy, deceased. 
P laintiffs allege in th e ir petition, 
under oath, th at they verily 
be­ 
lieve there are persons in terested 
in the subject m atter of the peti­ 
tion, w hose nam es they can not in­ 
sert therein, because they are u n ­ 
known to plaintiffs; th a t the 
in ­ 
terests of such unknow n 
persons 
are derived so far as 
know n 
to 
plaintiffs, as consorts, heirs, 
de­ 
visees, donees, alienees, and 
im ­ 
m ediate, m esne and rem ote, volun­ 
tary and involuntary g ran tees 
of 
said John Donnelly, nam ed as one 
of the defendants, so 
far 
as 
the 
{knowledge 
of plaintiffs 
extends, 
w hich 
the 


WHEAT YIELD TO EXCEED 
AN EARLIER ESTIMATE 


St. 
Louis, 
Aug. 
22.—M issouri 
w heat has 
practically 
all 
been 
threshed, corn is in fairly good con­ 
dition, dam aged in som e localities 
, by rain, oat 
threshing 
is 
under 
! way and pastures are greatly im- 
Ilest 1-piece of exhibit of joining j 
proved as the 
result 
of 
recen t 
and cabinet m aking by one 
stu- j ra iDs, according to the sem i-m onth- 
dent— 
jy crGp an d w eather report issued 


R ichard Allen, 
m otorcycle 
offi 
cer of K ansas City, who has 
been 
w orking in this city the past 
few 
w eeks w as ra th e r painfully, but not 
seriously injured in a collision at 
the corner of Second stre e t 
and 
W ashington avenue about 7:30 o’­ 
clock Sunday night. 
A llen’s right 
leg, knee and hips w ere all badly 
skinned and his chest 
and 
o th er 
p arts of his body 
badly 
bruised 
w hen he w as caught in betw een his 
m otorcycle and a Ford car. 
A llen w as riding on his m achine 
e ast on Second street wThen P erry 
Pum m ill of H oustonia, driving the 


I. and 2. Cape G irardeau T each­ 
e rs’ College. 
3. L incoln U niversity. 
B est exhibit of handm ade baskets. 
I. and 2. W arren sb u rg T eachers’ 
College. 
3. Cape G irardeau T each ers’ Col. 
E xhibit of not less th a n IO pieces 
torge w ork— 
$ 
I. L incoln U niversity# T ! ; « 
i 
M achine shop w ork, not less th an 
IO pieces— 
I. Lincoln U niversity. 
E xhibit of hand sew ing, 
n o t less 
th an 20 pieces— 
I. W arrensourg T each ers’ Col. 
E xhibit of w earing 
apparel 
for 
m en, m ade by one stu d en t in do­ 
m estic a rts — 
1. Lincoln U niversity. 
2. S tate H ospital No. 3, N evada. 
3. W arrensburg T each ers’ Col. 
E xhibit of w earing apparel for w o -i^ e n 1,497.000. 


from the office of the general su­ 
perintendent of the Chicago, B ur­ 
lington & Quincy railroad here. 
The w heat 
yield 
this year, ac­ 
cording to presen t estim ates, will 
be above the average, both in total 
am ount and in yield to the bushel. 
The total is estim ated at 2,764,000 
bushels, as ag ain st a five-year av­ 
erage of 2,751.000, and th e yield 
per acre this year is 15.3 as against 
an average acre yield of 13.8 bush­ 


els- 
Corn, this 
year, ll is estim ated, 
will yield 6,153,000 bushels, an av­ 
erage of 29.7 bushels to the acre. 
The total, on a five-year average, is 
6.528,000, 
aud 
average 
yield per 
acre 26.6 bushels. 
A larg er acreage than usual has 
been planted to oats this year, and 
the anticipated 
yield 
is 1,846,000 
bushels. 
T he five-year average has 


men, m ade by one stu d en t fh do­ 
mestic arts— 
. . r i m 
1. Lincoln U niversity. 
2. W arren sb u rg Teachers* Col. 
3. S tate hospital No. 3, N evada." 


E xhibit of native woods, 20 or m ore E xhibit of handm ade books 


A pparently 
a 
sm aller 
acreage 
than norm al has been planted to 
corn in M issouri this year, for the 
forecast to tal is sm aller than the 
five- /e a r 
average, 
although 
the 
yielc. p er acre is above norm al. 


T h e next tim e 


you bu y calom el 


ask fo r0. 


The purified and refined 
calomel tablets th at are 
nausealess, safe and sure. 


M edicinal virtues retain­ 
ed and improved. Sold 
only in sealed packages. 
Price 3 5 c. 


veyed to J. W. Sim s, as T rustee all 
th eir right, title, in terest and es­ 
tate, in and to the following de­ 
scribed Real E state situ ated in the 
County of P ettis, S tate of M issouri, 
viz: 
Lot Two (2) of the N orthw est 
Q u arter containing Eighty-one and 
ninety-six one hundredths 
(81.96) 
acres and the E ast half 
of 
the 
South half of Lot One (I) of the 
N orthw est 
Q uarter 
containing 
T w enty (20) acres and the South­ 
w est Q uarter containing One H un­ 
dred Sixty-nine and forty-six hun­ 
dredths (169.46) acres, 
also 
the 
Southw est Q uarter of the 
South­ 
w est Q uarter of 
the 
S outheast 
Q uarter containing Ten (IO) acres, 
and all th a t part of the Southw est 
Q u arter of the N ortheast Q uarter 
lying W est of th e W est bank of 
F lat C reek containing 
F our 
(4) 
acres all in Section N ineteen (19) 
Tow nship 
Firty-five 
(45) 
Range 
T w enty (20); also the South H alf 
of the N ortheast Q uarter contain 
ing E ighty (80) acres and the E ast 
H alf of the S outheast Q uarter and 
the N orrthw est 
Q uarter 
of 
the 
S outheast Q uarter containing One 
H undred T w enty (120) acres and 
all the S outheast Q uarter of 
the 
Southw est Q uarter lying South and 
E ast of F lat Creek including the 
C reek containing T hirty (30) acres 
m ore or less; all in Section Tw en 
ty-four (24), 
Tow nship Forty-five 
(45), R ange Tw enty-one (21), con 
taining in all Five H undred Fifteen 
and forty-tw o hundredths (515.42) 
acres. 
W hich 
said 
conveyance 
was 
m ade to secure the paym ent 
of 
th eir certain prom issory note 
in 
said deed described, and wrhereas, 
th e ir said note has becom e due and 
is now unpaid, and, w hereas, said 
Deed of T ru st provides th a t upon 
the refusal of the said J. W. Sims 
to act th a t the acting Sheriff 
of 
the county should act in his place 
and stead, and, W hereas, said J. 
W. Sim s has refused to act and the 
undersigned W. H. Fe well, Sheriff 
of P ettis County, at this tim e be­ 
ing requested by the holder of said 
note, will in accordance w ith the 
provisions of said Deed of T rust, 
and at the request of the legal hold 
er of said note, proceed to sell 
tile above described Real E state at 
the N orth door of the City H all, the 
building now1 
used 
as a 
Court 
H ouse, in the City of Sedalia, in 
the County of P ettis, S tate afore­ 
said, to the highest bidder for cash, 
at public auction, on Monday, the 
29th day of A ugust, 1921. betw een 
the hours of nine in the forenoon 
and five in the afternoon of th a t 
day to satisfy said note, together 
with the cost and expense of exe­ 
cuting this trust. 
W. H. FEW E LL, 
Sheriff of P ettis County. 
and T rustee. 


said John Donnelly m ight have 
or 
claim to have in said estate 
w as 
last tran sferred to the said 
John 
Donnelly, by the said will 
of tho 
said John W. 
M urphy, 
deceased, 
and it is not know n 
to 
plaintiffs 
w hether said John Donnelly be liv­ 
ing or dead; w hich said action 
is 
returnable on the first day of 
the 
next term of said court to be held 
at the C ourt House, in the City of 
Sedalia, County of P ettis, and S tate 
of M issouri, w hen and w here you 
m ay appear and 
defend 
such 
ac­ 
tion, otherw ise plaintiffs’ petition 
will be taken as 
confessed 
and 
judgm ent rendered accordingly. 
W itness my hand 
and 
seal of 
said C ourt hereto affixed th is 5th 
day of August, 1921. 
NORA L. MELTON, 
C ircuit Clerk of P ettis County, Mo. 
By M ary L. H opkins, D. C. 
A. L. Shortridge and 
W. D. Steele, 
A ttorneys for Plaintiffs. 


Faye T. S tiles,.......................Plaintiff, 
— vs.— 
H enry L. S tile s ,................ D efendant 
You are hereby notified th a t an 
action has been com m enced against 
you in th e C ircuit Court of P ettis 
County, M issouri for the purpose of 
severing th e bonds of m atrim ony, 
wrhich said action is retu rn ab le on 
the first day of the next term of 
said court to be held at tile Court 
H ouse in th e City of Sedalia in the 
County of P ettis and S tate of Mis­ 
souri on the first Monday in Octob­ 
er, 1921 next, vrhen and w here you 
m ay appear and ^defend such ac­ 
tion; otherw ise plaintiff’s petition 
shall be taken as confessed 
and 
judgm ent rendered accordingly. 
NORA L. MELTON, Clerk. 
By G ertrude E. Cohen, D. C. 


BILL FOR SHIPPING 
BOARD THROUGH SENATE 


By Associated Press. 
W ashington, 
A ugust 
23.— The 
shipping board 
deficiency 
appro­ 
priation bill carrying $48.590,OOO for 
’ire of the board this year and w ith 
tr.e elim ination of all restrictions 
as to w hat salaries im slit be paid 
off’te rs and counsel 
w as 
passed 
today by the senate. 


Notice of Final Settlement 
NOTICE IS 
H ER EB Y 
GIVEN 
T h at the undersigned A. 
J. 
E irls, 
executor of the e sta te of L orena E. 
E irls, deceased, w ill m ake fin al s e t­ 
tlem ent of his accounts w ith said 
estate as such executor a t th e n ex t 
term of th e P ro b ate C ourt of Pet­ 
tis County, M issouri, to be begun 
and holden a t Sedalia, in said Coun 
ty, on th e 8th day of A ugust A. D., 
1921. 


A. J. EIRL/?, 
Luted UU# let day. ox August, 
* * * . 
. 
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BY IRISH 
DAIL EIREANN 


LE TTER FROM DE VA LER A TO 
P r i m e 
m i n i s t e r 
L l o y d 
GEORGE 
SAYS 
PR IN CIPLE 
OF G O V E R N M E N T SOUGHT IS 
ONE SUCH AS W O U LD HAVE 
T H E CO NSEN T OF GOVERNED 
— LONGS TO END CONFLICT, 


W IT H E R AND AR TIST ON 


c a p i t a l 
n e w s s t a f f 


Halie I 
Mendnx, who <*ame 
to 
Sedalia recently nom Hutchinson. 
Kansas, wliHjC lie v. as employed on 
(»azette, has been employed on 
the news staff o! the Sedalia Capi­ 
tal and enters upon his duties to 
da y. 


MT*. Hendrix was for three years 
employed as cartoonist and writer 
by the United States 
Pea lur 
vice, with 
headquarters 
York. 


FORMER GERMAN 
VIGE PREMIER SHOT 
BY TWO YOOTHS 


BIBLE CLASS TO M EET AT 
T H E Y. M. C. A. BUILDING, 


M A TH IA S ERZBERGER ASSASSI­ 
NATED 
NEAR 
OFFENBURG, 
BADEN, 
W H E R E 
HE 
HAD 


The leaders of a small liberal wing 
I ot that party. 
He is said to have 
been a Pan-German during the ear-' 
-------- 


Ty part of the war and to have en 
The Womans Bible class of the 
gaged actively in spreading 
Ger-1 First, Bapist church, which for the 
man propaganda. 
He was accused past three weeks has been holding 
of having recommended the use by its sessions at the church building, 
German troops of the flame throw- will return to the Y. M. C. A., Suit­ 
er. 
Later he declared Germany’s daV morning owing to the crowded 
IU boat war had failed and advocat-1 condition of the church for the 
led its abandonment. 
Some 
time Sunday school hour, 
prior to the armistice he published i 


MINERS’ OFFICIALS 
TURNED BODY OF 
MARCHERS BACK 


the streets by orderlies, who said 
that preparations were being made 
for a movement. 


Mrs. Vanover Improved 


to 
her 
New 
BEEN SOJOURNING W IT H HIS a 
*n which he outlined a plan STREET CAR SERVICE 


By A ssociated P ress 
London, Aug. 
26. 
T h e 
Britt, h 
government’s p e a c e proposals were 
laid before the Hail Firearm which 
rejected them unanimously, but 
is 
willing to negotiate on the princi­ 
ple iii government 
by 
consent of 
the governed Eamonn, 
lie 
Valera 
says in his reply 
to 
Mr. 
Lloyd 
George. 
The let tier proposes thai 
Great Britain and Ireland appoint 
representatives with plenary 
pow­ 
ers to negotiate details 
on 
this 
principle. 
“We have 
not 
sought 
war. nor do we seek 
war, 
but if 
war be made upon us we must de­ 
fend ourselves, and we shall do so” 
f ays Mr. de Valera’s letter. 
We long to end the conflict 
be­ 
tween Great Britain aud Ireland,” 
he adds. 
The letter, which bears 
the date of August 
24 
reads 
in 
p art: 
“The anticipatory 
judgment 
I 
gave in my reply of August IO has 
been confirmed. 
I laid the propos­ 
als of your government before the 
Hail Eireann and 
by 
unanimous 
vote it has rejected them. 
“We cannot believe your govern­ 
ment intended to commit itself to 
the princile of sheer militarism, de­ 
structive of international morality 
and fatal to the world’s peace, lf 
a small nation’s right to independ- 
ciice is forfeit when a more power 
Itll neighbor covets its territory for 
military, or other advantages, it is 
supposed to confer there is an end 
to liberty. No longer can any small 
nation claim the right til a seper- 
ate existence. 
Holland 
and 
Den­ 
mark can be made subservent 
to 
Germany, Belgium to Germany, or 
Prance, Portugal lo Spain. 
If 
na 
lions that have been forcibly 
an­ 
nexed to an empire 
lose 
thereby 
their title to 
independence 
there 
can he no re-birth to freedom. 
In 
11eland’s case to speak of her se-; 
4'eeding from a 
partnership 
she; 
Ii id mu accepted, or from an alle­ 
giance which she 
has not under­ 
taken tij rendei is 
lunda mentally 
false, just as the claim to subordi 
nate her independence 
to 
British 
stategy is 
fundamentally 
unjust. 
To neither can we 
as representa­ 
tives of the nation 
lend 
counten­ 
ance. 
“Ii our refusal to betray our na­ 
tion’s honor and the trust in us is 
to be made an issue 
01 war 
bv 
Great Bi it a in, we deplore it but we 
can 
not 
do otherwise 
it 
we 
are conscious 01 
our 
responsibili­ 
ties to the living, or ot our obliga­ 
tions lo the heroic dead.” 


Reply From Lloyd Geofcje. 
London, 
August 
26.— Premier 
Lloyd George replying to de Valera 
today warned him against tile dan­ 
ger of prolonging negotiations but 
said he would be happy to meet 


’• ne t heft Reported 


R 
I.. Robinson oi Third 
street 
and Hancock avenue reported 
to 
The police that some one had stol­ 
e n an automobile tire and rim from 
(his barn some time Thursday night. 


FA M ILY — T W E L V E 
BULLET 
WOUNDS 
FOUND IN BODY— 
DEPU TY 
DIEZ 
WOUNDED. 


AT DES MOINES RESTORED 
for a league of nations. 
Erzberger was 
elected member 
WAS 
A L S O :0^ tbp 
national 
assembly 
from 
Wuerttemberg in 
January, 
1919 
and in June became vice-premier 
and minister of 
finance. 
In the. 
, 
, 
. _ ^ 
latter office he formulated the v ast' COrdance w,,h an ° rder of Federal 


By Associated Press. 
Des Moines, la., 
August 
26.— 
Street car service in Des Moines 
was restored this* afternoon in ae- 


ADVANCE 
GUARD 
TOLD 
OF 
PERIL 
FACED 
IN 
EV EN T 
T H E Y 
C O N TIN U ED 
ON W A Y ' 
TO 
MINGO 
COAL 
REGION— 
EFFORT ALSO W IL L BE EX-, 
ERTED TO TU R N BACK ARM ­ 
ED FORCES IN M O U NTA IN S— 
TROOPS 
NOT 
BE 
SENT 
AT 
ONCE. 


Mrs. Louis Vanover of 1722 South 
Park avenue 
is recovering 
from 
severe injuries, which she received 
in a fall at her home last Sunday 
morning. 


PROVISIONS OF 
TREATY OF PEACE 
WITH GERMANY 


INSTITUTE HELD BY 
COUNTY TEACHERS 
ENDS THIS EVENING 


By Ap^ociated Pr*-ss. 
Berlin, Aug. 26.—Mathias Erzber- J income tax and capital 
levy 
plan 
ger, former vice premier and minis- which he declared was 
necessary j 
ter of finance, was murdered today.!*0 enable Gel many to pay her in-I 
Herr Erzberger was a s s a s s i n a t e d ! * ° 
enJpnte and to re-, 
near Offenburg, Baden, where he 1 la 1 *la*.e herself financially. 
It 
was 
body 
counted 
I wounds. 
! 
Herr Erbzerger 


ARMED BANDITS 
ROBBED MAIL CAR 
OF M. I U T. TRAIN 


T E X T 
MADE 
THURSDAY 
OF STATE 
HUGHES — 


PUBLIC 
LATE 
BY 
SECRETARY 
CHARLES EVANS 
U N IT E D 
STATES 


j Judge Wade. 


Parents of a Son 


Mr. and Mrs. Virgil 
Sheldon 


i By Associated Press. 
Madison, West Va., Aug. 26.— 


\ The advance guard of the march- 
of i ing miners on their way from Mar- 


PRIVILEGED 
TO 
PA R TIC I­ 
PATE IN T H E 
REPARATIONS 
COMMISSION 
UNDER 
VE R ­ 
SAILLES 
PACT, 
BUT 
NOT 
BOUND TO TA K E PART IN AC­ 
T IV IT IE S OF T H A T BODY. 


By A ssociated P ress. 
Denison, Texas, 
Aug. 
masked bandits held 


nojourning with his'family. H i s ™ k irn e d that his levy on ^ 
I J S 
to Ml^ 
10 i oach 
Misf 0Ur!’ 
bullet man caPhal would greatly m }u ce;° 
[Governor 
Morgan’s 
martial 
law, Texas limited train 


up 


j 
Washington, Aug. 26.—The state 
26.— T w o j department 
at 
9:25 
o’clock last 
the mail I night made public the text of the 


twelve 
th#* ti ii fra 
f 
‘ 
'7:30 o’clock 
Thursday 
evening,; 
tne nuge fortunes ot German w ar!. 
J 
had left 
Bad- i Profiteers and industrial leaders. 
was turned 
back 
by 
Charles F. Denison yesterday. 


Between 
seventy-five 
and 
hundred Pettis 
county 
teachers 


IGriesbach, where he was taking the 
i cure, in company with the Rtech- 
jStag deputy, diez, for a foot tour of 
Black Forest. 
An hour later both 
men were confronted by two youths 
one I wbo separated them and then em­ 
ptied revolvers into 
Herr Erzber- 


August jJJL 
^ ________ 
j Keeney, president of the district 
------------------------------I 
a o 
| No. 17, United Mine Workers, and 
RFV PUAC QAUDI CD 
GLASGOW TO PLAY 
jFr*d Moo“ef- setre‘arj; aft?rit 
lit V. UH AO. D At rLtn 
j 
rur nm ctiqc 
I Iya atr j tX 1 a ,son 8 ort 
WELL KNOWN LOCAL 
, 
j 
The men numbering some 200 or 


have been in attendance at the twe 8er» 
PASTOR IS DEAD OPPOrt,mi' y ,0 Wi,nPSS 3 fast exhibi | lheir ™ay t o w 
a r d 
. , t b 
e 
Logan county |ging the mail clerks, proceeded to | "f peace might b 
e concluded; 


ties intimated that 
the 
loot might reach half a million dol­ 
lars. 
Twro pouches containing register­ 
ed mail and packages were taken. 
The bandits boarded the train at 
_ 
, 
,300, had camped in a hollow area j Bells, thirteen miles south of here, 
.................................. 
j 
baseball tans will have an j for dinner and 
then 
pressed on [and after securely binding and gag- 
who wras killed instantly by 


. 
Institute, held at the Sedalia !sho,S ,n ,he head DepUty D‘eZ a'"° 
j was wounded 
High School, which closes this af-1 
jj baa been asserted definitely 
ternoon. 
The institute is held an- j the attack was not for robbery. For 
anally before the opening of school a l°n£ time time Pan-German cir- South Lafayette 
avenue, 
for the- 
The Glasgow7 team has not lost a j 
and is conducted by County Super-I^68 ha<* Pursu^ a volent campaign , past thirteen years pastor of St. [game this season and has a record! 
mtenrient of be Pools, T. ii. Luckett. I rn™ of Vo in™ th e ^ n th o r^ f fhe^reif- i P 
a 
u 
l ’ s Lutheran church, this city, jof having played 65 innings with-1 overtaking the party and induced! 


At the Friday morning session 
talks were made by P. J. McKinley, 
of 


Kansas 
and I treaty between the United States 
as 
it neared !and Germany, which was signed in 
Postal authori-jBerlin at 5:20 
o’clock last after- 
robbers’ Inoon- 
Tbe text °* tbe treaty fol­ 
low^: 
Treaty Between the United States 
and Germany’."*^ 
Considering 
that 
the 
United 
States, acting in conjunction with 
its cobelligerents, enacted Into an 
armistice with Germany on Novem­ 
ber ll, 1918, in order that a treaty 


ua\ 


Rev. 
Charles 
Baepler 
of 
519 


siring to return to public Ite .fro m jnoon at St. M arys hospital, where j 
The ,oca,s havp 
already suffered 
which he had partly disappeared ,he underwent an operation Mon- jone defeat at .be hands of the vis- 
since his libel 
£ jr noon for appendicitis. 
Rev. itors this season, and as this is the 
vice chancellor. 
| Baepler had 
apparently 
been In I seoond game ot a serips ft prQm. 
good health until last Friday nigiit. j ises to be one of th 
b 
t 
Mathias Erzberger, German vice i when he suddenly became ill w ith:,,./ 
? 
°* 
* 
f 
.premier and minister of 
finance, appendicitis, and the operation was i 
bp|oie ,he end ot the sea- 
who told cf the new 
geographies, was .shot and wounded on January j performed Monday, hoping that Ais S°D’ 
aud 
J. P. Cass, head of the teach- 26, 1920, as he was 
leaving 
the ilife might be prolonged. 


St. Charles county, 
who 
re­ 
viewed the new histories to he in­ 
troduced in the 
Pettis 
county 
schools this year; J. P. Coleman, 


jtion on the Liberty park diamond j Bne- Keeney and Mooney, who le f t; loot the car at 
their leisure. 
As, 
Considering that 
the 
treaty of 
Sunday afternoon when the strong ' Charleston early this morning with! the train was nearing the outskirts j Versailles was signed on June 28, 


Glasgow team will be here for a ; fhp march reached'Madison 'n half ^ Denison' U was brought t0 
a 11919, and came into force accord- 
stop by a pull of the signal cord ing to the terms of its article 440, 
but has not been ratified by {be 
United States; 
Considering*, that the congress of 
the United States passed a joint 
an automobile which was seen near j resolution, approved by the pres!- 
good'about'this' situ a tio n ,Keeney !,he spot before tbe robbery 
o 
c 
c 
u 
r 
- -dent July 2 1921. which reads, in 
J 'red. 
part, as follows: 


clash with the Athletics. 
i i i i ii I r 
I ■ Ll w~ 
a ra u 
i n u a 1 
a c_a r r 
i i t t f ir - 
»> 
i 
_ 
________________ 
leaped from the 
County Sutter ° 'eS had Pursu^ a volent campaign : past thirteen years pastor of St. igame this season and lias a record j ",a"‘ t h X u r e ^ d o w X ^ r o a d |Car aDd disaPPeared 
in the 
dark' 
Lutheran churca- th,s fuy'!°f havins p,ayed 65 inninss ^ - io v e ^ ^ r ^ ^ in d ^ t sn x y r 
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t to have 
ent chancellor’s policy, and of de- | Passed away at 2 o’clock this after- j 
tl/h o m e 
rUnDer '° j t^ a ^ e m b e rs to return to Madison.1 
J 
y 
ree o er men in 
‘The men are not feeling very 


ferich, former 
Was Previously Shot 


e ra training department of the Se­ 
dalia High School, who outlined his 
work for the coming year. 
This 
is a new department of lim school, 
being introduced this year. 
County Agent Win. 
T. 
Angle 
spoke on Boys arni Girls Clubs, tell­ 
ing of I wo kinds of education, vo­ 
cational. Dial is learning how7 to do 
by doing, arni the obi method 
of 
studying from books only. 


criminal court building 
in 
Berlin j 
Rev. Baepler was horn in Benton 


“Red” Shackelford has been ad­ 
vertised to pitch for Glasgow, but 
it is reported that he sustained an 
alter attending a hearing in a libel I county 45 years ago. 
He was edu- 
suit he had brought against 
Dr. 'cated for 
the 
ministry 
at Fort 
Karl Hell ferich, the 
former Ger-! Wayne, Ind., and graduated from 
man vice-chancellor. 
His assailant j Concordia Seminary, St. Louis, Mo. 
gave his name 
as 
Oltwig 
von ;After Ms ordination, twenty-fi/e 
Hirschfeld, a former cadet officer, j Years ago 
he 
wras 
pastor 
of a 
20 years old a student, and son of i(*bl»roh In Texas, one in Little Rock, 
a Berlin bank official. Von Hirsch- IMo*7 an? thirteen years ago cane 
fold was arrested and w as quoted | 
' eclalia where he had since r*- 


as saving he considered Erzberger is«dX 
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During his residence here Rev. isame lineup behind 
him 
Tho i dangerous to the empire. 
I he as- D 
. 
> 
1 np 
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, . 
(Baepler w7on the love and respect I been playing all season, 
m roisailant tired two shots at Erzbei-! 
. 
. . . K 
” ! 
the minister 


said. “I shall do all in my power to 
turn them back and as soon as the 
rest of the men come in from the 
mountains I’ll talk to them. 
It is 
no easy job. I never saw so many 
men on the march before. 
From 
Racine to Madison this morning 
thre must have been nine or ten 
thousand men. 
There 
are 
about 


Before leaving the car 
the rob- j 
Resolved, 
by the 
senate 
and 
hers apologized to the mail clerks bouso 
°* 
representatives 
of the 
for striking one of their number. B. 
J. Polk, over the head with a pis­ 
tol w7hen he failed to “move fast 


United States of America, In con­ 
gress assembled. That the state of 
war declared to exist between the 
0 
, 
Imperial German government and 
enough. 
Polk was not seriously 
Tt 
j 
* 
, A 
, 
^ 
tbe United 
States of America by 
injured. 
The automobile which was seen 
injury to his arm in a game last I 2’000 fOTmer service men among j near the Missouri, Kansas and Tex- 
week and it is doubtful if he will Ithem* 
|as t r ^ c k near the city limits short­ 
ly able to 
appear 
in 
Sunday’s I 
Secretary Mooney said “It would I Iv before two masked robbers leap- 
game. 
Either Claude Hendrix or i 
suicide for tbe men t0 advance. |ed from a limited train with sever- 
“Lefty” Hienz will be substituted I General Bandholtz has the 
situation . a1 pouches of registered mail, was 
in case Shackelford is not able to !" 1 hand’ “ e isu">m° " ed 
ua tbis !located here late in the day police 
play 
I morning and shortly afterwards we ; believe. One man who was driving 
left Charleston to stop the men. Mr. I the machine was arrested. 
Arti- 
des found in the machine indicat­ 
ed that it was from 
Fort 
Worth. 
The man under arrest refuses 
to 
I divulge his name or 
Oppose Entry of Troops. 
Hvpq 
Charleston, West Va., Aug. 26. 


'vocational method 
is 
the 
more 
modern, and is tieing introduced 
^ 
minister wTas 
entering 
into schools over the country. 
j 
automobile. One bullet glanced 
He advocated the organization of °H the minister’s w7ateh chain and 
i hoys and girls clubs to carry on the! another entered his shoulder, 
vocational work, and spoke of the 
Pig clubs, which he hoped lo or­ 
ganize within a short time. 
County 
Superintendent 
T. 
R 
j Luckett 
addressed 
the 
teachers. 


Erzberger roused a storm in Ger­ 
many in July 1917, more than 
a 
year before the armistice, by pro 
posing a resolution in the German 
Reichstag rn favor of a peace with- 


not only of the members of his con­ 
gregation, but also of many outsid­ 
ers, w7ith whom he wras associated. 
In his quiet and unassuming w7ay he 
did much toward the upbuilding of j 
the congregation, in a financial as j 
well as in a spiritual way, and his i 
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. 
i t e n 
lu u IU » i u u tut* m e n . 
m r . 
Roscoe Brooks will do the twirl-1 Keeney said he haf, no report of de. 
mg^oi Sedalia wdth practically 
tho j predations by the men along the 
as has i road. 


MURDER MYSTERY IS 
CLEARED RY CONFESSION 


Granite City, 
111., Aug. 
26.—Ar- 
death will bring deepest sorrow to jthur Dorman late last evening con-_____________ 
the members of his flock, and his |fessed to Chief of Police Clark that I told them he was reluctant to have 


Brigadier General H. H. Bandholtz 
representative of the war depart­ 
ment in West Virginia, at a confer­ 
ence with Charles F. Keeney, dis­ 
trict president of the Miners’Un- 
ion and Fred 
Mooney, 
secretary, 


where 
he 
He is being held on suspi­ 
cion. 


numerous friends. 
outlining the program to he carried!cut annexations and tor parliamen- 
Surviving the deceased are his siajn an(j buried in a crude grave 
out in the county schools the com jtary reform. Chancellor Bethmann wife, one son, Gerard, three daugh- in a wbeat fiel(1 near herp 
j 
t 
ing year. 
Hollweg declared this formula was Iters, Ada, Edna and Clara, all at j 
The afternoon program consisted unacceptable and 
Dr. 
Heltferich | home, his 
father, Prof. Andrew 
of a discussion of “What a Com- subsequently 
blamed 
E r z b e r g e r ’s Baepler of St. Pauls Luthern 
Col- 
munity has a Right to Expect of a (peace proposal tor the moral 
c o l-liege, Concordia, 
Mo., one sister, 
Teacher,” and a talk on “Teachers’j lapse of the German people. 
The 
Organization” by Miss Nina Slater, j former 
vice-chancellor 
accused 
who attended the N. E. A. conven-; Erzberger of high treason, denoun- 
tion at Des Moines and will report iced him as “a menace to the purity 
on the convention. 
I of our public life” and invited him 


the body of 
the 
woman 


Miss Lou 
Baepler of Concordia, 
Mo., and the following brothers, 
Otto B. Baepler of Oakland, Cal., 
Edw in Baepler of the United States 
navy, Dr. 
Hugh 
Baepler 
of St. 


PLANNED EXTENSION OF 


to bring suit for libel. He declared Lo,,,s' « ev- * * * * * ®aeP‘^r of,w h ; 
be 
removed <nipeg’ Canada* and Fred Baepler of 
that Erzberger must 
from public office “if our political 
BIG SWINDLE ABROAD I life is again to become healthy and 
.normal.” 
He asserted 
also 
that 
Erzberger’s fortune had been made 
during the w7ar 
utilizing his po-j^ 
Utica! and parliamentary position. 


Chicago. 
The body wras taken to the family 
home. 
No 
funeral 
arrangemeits 
have been made. 


By A ssociated P ress. 
Chicago, August 
26.—A 
small 
brown book of twenty closely type- 
Fr7hpr„pr aPPPnted the challenge 
the Irish republican leader again, j written pages came to light today ’ 
, 
unit f n r lihfd 
The 
The prime minister warns Mr. cie baring the newest plan of Charles I 
instituted suit to 
u 
n 
! !!!!! i i.!! 
Vi w m . / hearing was acrimonious and 
as­ 
sum ed much political 
importance, 


SERWIN” HELD IX 
SERIES OF AUTO THEFTS 


Valera that owing to the action in w . French and John W. Worthing- 
certain quarters it is dangerous to to„ f alleged swindlers, to form 
a 
prolong the negotiations, therefore, 
he cannot prolong the mere ex- 
liiaiige of notes, but says lie will 
he happy to meet Mr. de Valera 
and his colleagues again. 


half 
billion 
dollar 
corporation,! 
whose tentacles wrere to reach into j 
every quarter of the United States j 
Canada and England. 


Dr. Helfferich delivering denuncia- 
A dispatch from Fargo, N. D., 
dated August 25, stated that Wil- 


16, wras that of his wife, Nora 
and that he had murdered her. 
He said she had been “extrava­ 
gant” with his meager salary, “had 
gone out with other men,” and had 
allowed him and his son, John only 
$1 a week apiece spending money. 
Dorman’s confession clears up a 
mystery of several months’ stand 
ing and is a case 
where another 
man w7as arrested and exonerated 
of the same crime. 
The body of 
the murdered 
woman 
first was 
identified as that of Mrs. 
Serena 
Gilliland, missing from 
St. Louis, 
and her husband subsequently was 
arrested in Indiana 
and charged 
with the crime. 
Mrs. 
Gilliland, 
however, wras found in 
Cincinnati 
and Gilliland was exonerated. 


found I federal troops enter West Virginia, 
to 
oppose 
the 
armed 
men 
marching on Mingo county, but he 
said it wrould be necessary unless 
the men’s abandoned the enterpirse 
and 
dispersed. 
No 
half 
way 
measures wrould be taken the gen­ 
eral warned. 
Keeney and Mooney 
started immediately to attempt to 
turn back the marchers. 


GOVERNOR INQUIRES 
ON SPECIAL SESSION 


Jefferson City, Aug. 26.—Gover­ 
nor Hyde has written a letter to 
every member of 
the 
legislature 
asking advisibility of calling 
the 
legislature into a special session to 
pass legislation for the distribution 


the joint resolution of congress ap­ 
proved April 6, 1917, Is hereby de­ 
clared at an end; 
Sec. 2. 
That 
in 
making 
this 
declaration, 
and 
as a part of it, 
there are expressly reserved to the 
United States of America and its 
nations, any and all rights, privi­ 
leges, indemnities, reparations or 
advantages .together with the right 
to enforce the same to which it or 
they have become entitled under 
the terms of the armistice, signed 
November ll, X918, or any exten­ 
sions or modifications thereof; or 
which were acquired by or are in 
the possession of the United States 
of America by reason of its partici­ 
pation in the war, or to which its 
nationalists h ate thereby become 
rightfully entitled; or which, under 
the treaty of Versailles, have been, 
stipulated for ijs or their benefit; 
or to which it is entitled as one of 
the principal allied and associated 
powers; or to whicn it is entitled 
by virtue of any act or acts of con­ 
gress, or otherwise. 
Section 5. 
All property of the 
Imperial 
German 
government, or 
of the bonus voted at the recent 
special election to former soldiers, |ts successor or successors, and of 


Delay Sending Troops. 
Washington, 
Aug. 
26.—Acting 
Secretary of War Wainwright, af­ 
ter receiving a report today from 
Brigadier General H. H. Bandholtz, 
the war department representative 
in West Virginia, said the war de­ 
partment 
would 
await 
sending 
troops 
pending 
further 
develop­ 
ments. 


TWO DAYS1 CONVENTION 
BE AT HUGHESVILLE 


STUDENTS RETURN 
FROM FOSSIL HUNT 


tory speeches in court 
while E rz-|ijam \y # stanley of Sedalia, is m- 
berger vigorously defended himself! der arrest in Fargo charged wi h 
and his action in seeking peace in participation in a series of automo- 
1917. 
| bile thefts that have puzzled Nor.h 
Herr Erzberger was 
for many I Dakota officials for several weeks, 
years leader of the German ce n te r, Stanley and two others are accused 
party and one of the leading fig- in w arrants that have been issued 
ures in German public 
life after i temporarily. 
Officials are holding 


OPEN MR SERVICES 


The open air services for Sun­ 
day evenincs during the summer 
months, which have been partici­ 
pated in by a number of church 
Germany’s deeat in the war. 
This ; Stanley on a charge of having nar- j congregations, on the lawn of the 
t v 
u n d i w Brown Peace move of 1917 had made h im jcotics in bis possession. 
He is a1- p irgt Methodist Episcopal church, 
T h . Pettis Smutty Sunday School e v e n l y S 
“ *” 
’ ' he 
center of 
attack by r n ........................... 
Missouri 
students. 
^ 
Association will meet next Wednes- who were members of a geological ac,ionaries; but 
* hen 
Germany s 
day 
morning at 
9:30 o’clock at 
Hughesville for a two days’ conven­ 
tion 
Sterling L. Williams of Kan­ 
sas City and H. W. Becker of St. 
Louis, Miss 
Edith 
Pennington of 
Columbia and some 
local 
people 
will be on the program. 
Arrangements have been made 
to make this the greatest Sunday 
School convention ever held in the 
county and every Protestant church 
in the entire county will be expect- 


partv of eight that left the univer­ 
sity June 24 for a two months’ fos­ 
sil hunting expedition in the west, 
were in Sedalia Thursday enroute I 
to Columbia. 
The trip was under the supervi-1 
sion of Dr. E. B. Bransson, head of 
the department of geology at 
the! 
, 
. 
,, 
, . 
. j j .u 
, istrv and sign the 
university and included the Grand 
* 
. 
. 
. 
Canyon, Mohave 
Desert. 
Carson 
Sink, Great Salt Lake 
and 
other 


military power collapsed he 
was 
made minister without portfolio in 
the cabinet of Prince Maximilian. I 
As a member of the German ar­ 
mistice delegation he conducted ne-i 
gotiations with Marshal 
Foch and; 
later headed the majority socialists) 
in a movement to form a new min- j 
peace 
treaty. 


leged to be identified with a gang 
that has been running stolen cars 
between North Dakota cities and 
St. Paul, Minn. 
The city directory does not give 
the name of William W. Stanley, 
and he is not known to any of the 
local officers. 


Charge Was Dismissed. 


ed to have representatives there points ot interest in their itinerv ol 
for the 
various 
conferences and approximately 5700 miles, 
lectures 
which 
will 
he very in­ 
structive. 
Ira E. Melton, president of the 
association will preside during the 
convention and stated today that 
the meeting would begin promptly 
at 9 30 o'clock Wednesday morning 
and move with a vim until the fin­ 
ish 


Lieut. Connor on Furlough. 


Lieutenant Emmett Conner, son 
of Mr. and Mrs, Patrick Connor of 
Green Ridge, arrived in Sedalia sev­ 
eral days ago from San Antonio, 


Mrs. Mockbee to Teach 


The case of James Lunsford of 
His attitude throughout the armis- HlIgbesville, arrested there several 
lice negotiations 
aroused 
against dayg ago by’constable A. M. Harap- 
him the indignation oi German mil-j ton cbarged with carrying conceal* 
itary authorities and in June, 1919, ed weapons, was 
dismissed 
by 
it was reported that his residence Judge j 
Kruse in justice court 
had been fired upon by 
a Berlin at 2 o’clock this afternoon. 
The 
mob. 
A plot said to 
have 
been dismissal was at the request of 
formed by members of the officers’ j charles J. Orr, prosecuting witness. 


I corps at Po:sdam 
to 
assassinate 
a l g o Qf Hughesville, who paid the 
him was revealed in September fol coata of the case. 
I lowing. 
—--------- • 
Born in Buttenhaus, 
September j 
Arnold Case Dismissed. 
120, 1875, Erzberger was the a 
son 
--------- 
i of a poor tailor. 
He became 
a 
t}1P case against Willis Arnold 
I schoolmaster, obtained a university arrested several days ago on 
a 
ieducation. 
studied 
international ;c h a r g e of gambling, was dismissed 
law and political economy, wrote by Judge J. H. Kruse in justice 
An attachment suit 
has been fib;several books on political and eco- c o u r t at 2 o’clock this afternoon, 
ed 
in circuit court ny T. W. 
Brad 
1 comic subjects and became a bril- J evidence being insufficient to con­ 
to rd against J. E. 
Baker, asking Giant speaker 


South, will close Snday evening. 
The Rev. Floyd S. Webb, pastor 
of fhe First Congregational church 
will deliver the address 
of the 
evening and his topic will 
be: 
“Sedalia’s Day of Opportunity.” 
Mr. Webb has written letters to 
numerous Sedalians 
asking 
for 
terse replies on “Sedalia’s Oppor­ 
tunities” to which a ready 
re­ 
sponse was made by several re­ 
cipients. 
These responses will be 
read as a part of the evening’s 
message. 


— 
. 
St. Mary’s Hospital Notes 


Charleston, W. Ca., Aug. 26.—H 
W. B. Mullins, prosecuting attorney 
of Boone county, located at Madi­ 
son, reported last evening that 
Sheriff Don Chafin of Logan coun­ 
ty, with 300 armed deputies, Is now 
engaged in battle with a large body 
of armed men at Blair, in Logan 
county. 
Blair is near the Boone county 
line. Mullins said tha, “authentic 
reports” he has received are to the 
effect that residents of Blair, in­ 
cluding old men, women and chil­ 
dren, are fleeing the town in the 
direction of Madison. 
Mullins told the Associated press 
that his information was based on 
reports brought to Madison by pas­ 
sengers on a Chesapeake and Ohio 
train that 
had 
passed 
through 
Blair last afternoon. 
The passen­ 
gers could not give any details of 
the reported fighting, according to 
Mullins. 
He added, however, that 
some of them had tolu him that the 


sailors and other ex-service men. 
Mayor Henry W. 
Kiel 
of St. 
Louis, recently wrote the governor 
urging early action to make distri­ 
bution of the bonus possible, and 
also urged steps be taken to pro­ 
vide work for the unemployed by 
opening work on the 
state 
high­ 
ways recently authorized. 
At the state highway department 
it was said the state is paying out 
about $500,000 a month 
on 
high­ 
ways, and the 
present available 
fund $3,760,103 would be exhausted 
on work already started. 
Under the act of the last special 
session in connection with expen­ 
diture of the $60,000,000 bond issue 
the tirst issue of bonds amounting 
to $10,000,000 cannot be sold until 
after the 1923 legislature has made 
provision therefor. 
* 


EMILY MORNING BLUE 
IT CLOTHING STORE 


all German nationals which was on 
April 6, 1917, in or has since that 
date come Into the possession or 
under control of, or has been the 
subject of a demand by the United 
States of America, or of any of its 
officers, agents or employes, from 
any source or by any agency what­ 
soever, and all property of the Im­ 
perial and Royal Austro-Hungarian 
government, or its successor or suc­ 
cessors, and of all of Austro-Hun­ 
garian nationals which was on Dec­ 
ember 7, 1917, in or has since that 
date come into the possession or 
under control of, or has been the 
subject of a demand by the United 
States Of America or any of its of­ 
ficers, agents 
or employes 
from 
any source or b f any agency what­ 
soever, shall be retained by the 
United States of America, and no 
disposition thereof made, except as 
shall have been heretofore or speci­ 
fically hereafter shall be provided 
by law, until such time as the Im- 


The fire companies made a run 
at 1:35 o’clock this morning to the 
Eisenstein 
Clothing 
Company’s 
retail store at 207 South Ohio ave­ 
nue where 
a small blaze 
of un­ 
known origin in the front part of 
the second story was occasion for 
the alarm. 
A suit on a “dummy” an extra 


(Continued on page eight) 


T H E WEATHER 


P H E L IX AND PH ER DINA ND. 


pair of trousers were burned. The 
building was also slightly damaged 
Chesapeake and Ohio station agent j by fire and water. The loss is cov- 
at Blair had closed the depot on ac- I ered by insurance. 
count of the firing 
--------------- 
--------- 
Asked whether 
he 
thought the j 
will Reside at Chicago, 
men engaged 
were 
part 
of the 


Mr and Mrs. J. B. Mockbee 
of 
West Seventh street today moved 
to the country home adjoining the 
Bothwell school on rural route five. 


I 
Mrs. Mockbee 
will 
teach the 
Bothwell school the coming term. 


Attachment Suit Filed 


Mrs. George Murphy and 
baby 
daughter, born at the hospital two 
weeks ago, returned to their home 
in Green Ridge today. 
Leo Shy of Sixth street and Ken 
tucky avenue who was 
run 
over 
several weeks ago by a milk wag­ 
on and sustained a fracture of the 
leg, has left the hospital being tak­ 
en to the home of his grandparents 
Mr. and Mrs. C. C. Shy. 


body which marched from Marmet 
to Racine yesterday, the prosecu­ 
tor replied that he did not. 


Mr. and Mrs. C. M. Long, and 
family, of 821 South Missouri av­ 
enue, will depart Saturday for Chi- 
Many mines 
In the 
vicinity of cago> where Mr Long hag accepted 
Blair are reported to be idle 


Son at Lujin Home. 


and politician. He vict. 
Texas, where he has been on an | judgment for $1072 which plaintiff | was elected to 
the 
Reichstag in j 
4-ncarnpment. 
He will leave Sun- alleges is due him, and he asks fur 11903 as member of the center (Ca-j 
flay 
G a 
for Camp 
where he i* 
Benning, Columbia, 
now stationed. 
tiler that defendant’s property 
attached for that amount. 


MARRIAGE 
LICENSE. 
bejtholic) party, as representative of j 
William 
Hiner, 
of 
Burlington 
i small farmers and became one 
of «I>Iich.l and Jennie E. Snow, Sedaba- 


Mr. and Mrs. V. S. Lujin of 1720 
South Carr avenue, are parents of 
an 11% pound son, V. S., Jr., born 
Thursday night, August 25, at their 
home. 


the management of the Holstein- 
Freisian Association. 
Mr. Long 
was formerly County Agent 
of 
Pettis County. 
Mr. Long and fam­ 
ily will make the trip overland. 


Fidelity Council Meeting. 


Ready to Transport Troops. 
Columbus, Ohio, Aug. 26.—Nor­ 
folk and Western railroad yard offi­ 
cials here 
announced 
last night 
that they had received orders to j 
have three coaches ready for trans- j 
potation of troops southward “at s 
any time after midnight.” 
All of-1 
p 
1 e i J Council 
No. 
fleers at Columbus Barracks, where I 
Benefit Association, 
will 
several hundred troops are station-1hold i,s fir3* meeting for the past 
ed, were attending a staff meeting ,wo weeks this evening. 
and could not be reached. Soldiers 
stationed at the post were called in 
from amusement parks and from 


A t> K S K H W 'N O T . 
H t s , C W 'U n ’ NB o o t 
* Know 
•he. CHuN\p dont 


W 40W H W S E V .F 


Much 
important business is to be trans­ 
acted. 
A social session with re­ 
freshments will follow. 
Generally fair 
and 
continued 
warm tonight and Saturday. 
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New B irles 
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Tile Sedalia Democrat. 
Faltered a t th e pottofflc* 
a t Sedalia, 
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Acond riasa m atter, under the A ct of Conareaa of 
Itarv h 8, 1888. 
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SUBSCRIPTION RA TES: 
T he Dally D em ocrat, by carrier: 
By th e week, 15c payable weekly, a fte r dellvesy. 
By th e m onth, 55c, payable m onthly, a fte r deliv­ 
ery. 
IF PA ID IN ADVANCE 
For 2 m onths $1.60 in advance. 
F or 6 m onths $3.10 in advance. 
F or 9 m onths $4.50 In advance 
For 12 m onths $6.00 in advene* 
BY MAIL— 
For I m onth 65c, alw ays in advance. 
For 3 m onths $1.30, alw ays in advance. 
For 6 m onths $2.60, alw ays in advance. 
F o r 9 m onths 23.90, alw ays in advance. 
F or 12 m onths $5.00, alw ays In advance. 
Sunday only, $1.50 per year, alw ays In advance. 
lf advance paym ents a re n ot m ade all p ast due 
■ubeoription accounts will be charged for a t 
the 
m onthly rate, 65c. 
T his applies to all subscribers 
In th e city or by m all. 
T he price of T he W eekly D em ocrat 
Is 
$1.60 a 
year, alw ays payable in advance. 


MEMBER OF TH E ASSOCIATED PRESS. 
The Associated Presa Is exclusively entitled 
to the use for republication of ail news dis­ 
patches credited to it or not otherwise credited 
in this paper and also the local news published 
herein. 
All rights of republication of apeclal 
dispatcher herein are also reserved. 


LET THE COUNTY FOLLOW SUIT. 
The satisfactory result of the city’s 
experiment in enforcing traffic and 
motor regulations inside the limits of 
the municipality has, it is announced, 
determined the authorities to continue 
the plan and make the traffic officer a 
permanent 
member 
of 
the 
police 
force. 
This is the right thing to do 
and the action should have the earnest 
support of 
all 
citizens. 
Of 
course 
there will be those who will complain, 
but they will be those only wTho desire 
to exercise their own wills as to how 
they shall drive their cars, regardless 
of the rights of others or the safety 
of the public. 
The normal 
man or 
woman motorist 
wishes to obey the 
laws and to drive in such a way as to 
insure the maximum amount of pro­ 
tection, not only to others, whether on 
foot or in cars, but to themselves as 
well. It may indeed be said that most 
of those who, during 
the 
past two 
weeks, found themselves in the toils 
of the law not only feel no resentment 
over it but really approve the new or­ 
der of things. For many of the viola­ 
tions have been from carelessness or 
thoughtlessness and now that all know 
that unless they take thought in their 
driving ‘The Boogy man will get them, 
sure,” a majority of the 
infractions 
will cease and there will remain only 
those wilfully bent on their own pleas­ 
ure who, utterly indifferent to the lives 
and limbs of others will continue to 
defy the law. For these no punishment 
can be too severe and they in the end 
will be the only ones that will require 
the attention of the officer. 
However one further step remains 
to be takev\ The city having inaugur­ 
ated this wholesome policy the coun­ 
ty should now follow along the same 
lines. 
Every motorist knows that on the 
roads running out of Sedalia the traf­ 
fic laws are constantly violated with 
impunity. 
Glaring headlights, flash 
lights, excess speeding, open cutouts 
and “road hogs” are encountered ev­ 
ery day and every night, especially on 
the hard surfaced roads and more par­ 
ticularly on the Dresden, Georgetown 
and Smithton highways. They carry 
with them danger and death. 
Some­ 
thing should be done to put a stop to 
them and the only wfay would be to 
adopt the city’s plan and place a mo­ 
torcycle patrol on duty to handle the 
situation. 
The sheriff has no funds from 
which 
to 
pay 
a 
special 
officer 
charged 
with 
this 
duty 
and 
the 
only way by which it could be done as 
things now are wTould be for such offi­ 
cer to get his compensation from fees. 
And this wouldn’t do at all. It would 
place too great a temptation before 
the officer to make arrests where ar­ 
rests w7ere not required and might, if 
carried to 
possible 
lengths, 
result 
in a state of affairs more 
menacing 
than even the evil 
that 
now7 exists. 
And even in cases where really guilty 
parties were arrested the fee system 
would always loom large and the of­ 
ficer would 
be 
charged 
with “fee 
grabbing” when he was only doing his 
full duty. 
Under the circumstances it wrould 
cern that the county court could ap­ 
point an officer for this duty writh a 
tixeu compensation, the costs and fees 


for arrests to go to the county and n o t: 
to the officer making them. 
T hese1 
costs and fees would more than pay 
the officer’s salary and there could be 
no charge of excessive zeal for the ob-1 
ject of personal gain on the part of 
any one. 
Anyway something should be done j 
to cooperate with the city in this work I 
and the sooner it is done the better for j 
all concerned. 
j 


That there is still work for a traffic | 
officer in the city can be seen almost I 
every hour. 
Last 
night 
a motorist 
driving west on Seventh street was a1-1 
most blinded by another car coming 
east with lights that glared with the I 
brilliancy of a flash light of a super- 
dreadnaught. 
The driver of the west 
bound car swerved 
to 
the right to 
avoid the other and barely escaped 
hitting another 
car 
parked on that j 
side of the street without lights of any 
sort. 
It was a miracle that there was 
not a smashup and that someone was I 
not badly injured, if not killed. 


NO DEFENSE 
Gil b e r t Pa r k e 


THE 


C O P Y R I G H T 


SYNOPSIS. 


m e s e a ts 
'HE m i GHI y 
toe m y v 


SIRAG1L13ERT PARKER 


A SAD AND DISGRACEFUL SPEC­ 
TACLE. 


The House of Representatives in all j 
its history has rarely witnessed as sad * 
and as disgraceful a spectacle as that I 
made by Chairman Fordney of the j 
great Ways and Means Committee of 
that body in presenting the Tax Re-1 
vision bill, which should be the great­ 
est economic measure of all times, but 
which, in its present form, is largely 
the handiwork of jugglery and politi­ 
cal trickery. 
Chairman Fordney’s references to 
former President Wilson would have 
been in bad taste even in the republi­ 
can cloakroom, but 
made 
upon the 
floor of the House they were positive­ 
ly offensive. 
He did not desist until 
appealed to by Representative Gar­ 
ner, the minority spokesman to leave j 
an ill man alone, 
and 
cease to “be­ 
smirch” 
his 
character. 
Chairman 
Fordney spoke of former 
President 
Wilson “strutting about Paris like a 
peacock,” and gave an imitation of 
how7 he imagined the former president j 
looked there. 
He 
said the 
former j 
president took “two honeymoons’5 to j 
Paris and attributed alleged war ex- j 
travagance to Mr. Wilson’s “desire for I 
self aggrandizement at the expense of J 
the taxpayers.” He charged that Mr. J 
Wilson put the railroad under federal 
control for political purposes, appoint­ 
ing his son-in-law- to run them. 
“Was that the reason you voted for 
the government taking over the rail­ 
roads?” asked Mr. Garner. 
“I voted to put the president in a 
hole, and we did,” Mr. Fordney shout­ 
ed. 
Whether at the prompting of con­ 
science or at 
the 
suggestion of col- j 
leagues, Mr. Fordney 
later 
said he i 
“was only joking” when he made the 
remark about putting the president in 
“a hole,” from wThich the public can 
get Mr. Fordney’s idea of a joke. 
As Mr. Garner pointed out, Chair­ 
man Fordney deyoted about ten min­ 
utes of his speech to the revenue bill 
and the balance of his long harangue 
to abuse of the democratic party and 
personal attacks upon 
former Presi­ 
dent Wilson. 
It was 
a 
humiliating 
scene both for the house and the coun­ 
try. 


CH APTER I.—Returning’ home after a 
day s 
shooting, 
Dyck 
Calhoun, 
gifted 
young Irish gentlem an of the time of the 
Trench and American revolution, meets 
bnella Llyri, seventeen-year-old girl visit­ 
ing In the neighborhood. They are mutu­ 
ally attracted. 
Sheila never knew her 
dissipated 
lather, 
Krris 
Boyne, 
her 
mother having divorced him and resumed 
her maiden name. 


CHAPTER II.—Reaching home, Dyck 
finds I^eonurd Mallow, son of Lord Mal­ 
low, with a m essage from the attorney 
general 
sum m oning 
Miles 
Calhoun. 
Dyck’s fa t h e r , to Dublin. 


CHAPTER III.—They go to Dublin and 
there Mallow quarrels with Dyck and a 
duel is arranged. They fight with swords 
and Dyck la victor. 


CHAPTER IV.—Errls Boyne, secretly In 
French employ, gets Dyck drunk and 
tries to persuade him to join In revolt 
against England. They quarrel and Dyck 
la overheard to threaten Boyne. 
While 
the 
former ih overcome 
witli 
drugged 
wine, 
Boyne’s second 
wife enters the 
room and stabs her faithless husband to 
the h eart 
__ 


CHAPTER V.—Hours later the room Is 
entered and Dyck arrested on a charge of 
murder. 
He does not know if he killed 
Boyne or not, he w as so muddled with 
the drugged wine. 


CH APTER VI.—Sheila begs her m other 
to go to Dublin with her to help Dyck. 
Mrs. Llyn opposes the idea. A letter from 
Mrs. L iya’s wealthy brother in America 
invites them to come and live with him, 
and they decide to go. 


Stories of 
By Elmo 
Great Scouts 
W atson 


©. Western Newspaper Union. 


FRANK NORTH, “WHITE CHIEF 
OF THE PAWNEES" 


RELIEF FOR THE RICH TAX- 
PAYERS. 
Representative Garner of the Ways 
and Means committee (the democratic 
members were 
not 
allowed to take 
part in the making of the bill) epto- 
mized the iniquitous character of the 
tax revision bill when he said: 
“The 
whole bill is drawn in the interest of 
those who pay high taxes and against 
those who pay low taxes.” 
TYPEWRI TERS 
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Only once in history did Indians 
succeed in wrecking one of the “white 
man’s iron horses,” and this occurred 
in 1867 when a band of Cheyennes 
ditched a freight train on Hie Union 
Pacific near Plum Creek, 
Neb. 
A 
| strange scene followed. 
Among the 
j loot which tile savages took from 
the wrecked cars were hundreds of 
I bolts of calico. 
In a sportive mood, 
the young warriors tied the ends of 
the calico to their poines’ tails. Then 
they went careening over the prairie, 
the long waves of many-colored cloth 
billowing and floating behind them. 
While the Cheyennes were still en­ 
joying this sport, from tile surround­ 
ing hills dashed a band of mounted 
a white man of sol­ 
dierly bearing. 
When the Cheyennes 
saw him charging down upon them, 
they fled in every direction, crying 
“The White Chief of the Pawnee! 
The White Chief of tile Pawnee!” 
Maj. Frank North was the “White 
Chief of the Pawnees.” 
He had lived 
among them and they loved him. They 
adopted him into the tribe, calling him 
Pawnee La Sham 
This meant “great 
chief of the Pawnees” and chief even 
of 
tile 
Pawnee 
chiefs. 
No 
other 
Pawnee and only one wfcite man, Gen. 
John C. Fremont, ever held that title. 
Major North enlisted his first Pawnee 
scouts in 1S64, and In every war ou 
tile plains thereafter they did valiant 
service. 
The scouts were issued regulation 
blue uniforms, but they had their own 
ideas about how to wear them. A full 
dress parade was an amusing sight. 
Some wore only the trousers and were 


ing and the troops from subduing the 
Maroons, in which he said: 
“No one 
in all the king s dominions had showed 
greater patriotism and military skill 
than their friend Mr. Calhoun, who ! Indians led by 
had been harshly treated by a mis­ 
taken government.” 
A few hours later, in tile sweet gar­ 
den of the house where Sheila and 
her mother lodged, Calhoun came up­ 
on the girl whose gentle dignity and 
beauty seemed to glow. 
At first all she said to him was, 
“Welcome, old friend,” and at last she 
said: 
“Now you can come to the 
United States, Dyck, and make a new 
life there.” 
Presently he said: 
“I ought to go 
where you wish me to go, for you 
came to me here when I was rejected 
of men. 
Your faith kept me alive In 
my darkest days—even when I thought 
I had wronged you.” 
“Then you will come to Virginia 
with nu— as my husband, Dyck?” She 
blushed and laughed. “You see I have 
to propose to you, for you’ve never 
asked me to marry you. I’m throwing 
myself at your head, sir, you observe!” j bareheaded; others wore the big black 


CHAPTER VII.—Dyck refuses to enter 
any plea to the charge of murder except 
“No D efense.’’ 
Ile might have escaped 
by revealing Boyne's treachery but re­ 
fuses to do so. on Sheila’s account. He is 
sent to prison for eight years. 
Sheila 
writes Dyck, assuring him of her belief 
in his innocence and urging him to come 
to Amen ?< ait 
his prison teira. 


CHAPTER VI J A . — Released after serv­ 
ing four years, Dyck is welcomed to free­ 
dom by his servant, Michael Clones, and 
a 
humble 
friend, 
Christopher 
Dogan. 
Those two are all who care to remember 
him. 
Ile is practically destitute, his fa­ 
ther dead and his estate swallowed by 
creditors. 


CHAPTER IX.—In London, almost pen­ 
niless. Dy< i< re* elves a letter from Sheila 
inviting him to come to America ard 
sending money for the voyage. 
H e feels 
be calinot in honor go to her. 


CHAPTER 
X.—W ith Michael 
Clones, 
Dyck joins ihe British navy as an en­ 
listed man. 
There seems nothing else to 
do. 
Bad conditions in the fleet result in 
mutiny. 


CHAPTER X I.—Dyck, Joining the mu­ 
tineers, is chosen by them to command 
the ship, the Ariadne. 
Dissatisfied with 
the conduct of the other ships* crews, 
Dyck breaks with them and sails the 
Ariadne toward the W est Indies. 
He ar­ 
rives in time to turn the tide of victory 
in a battle between th6 French and E ng­ 
lish. 


CHAPTER X II.—Calhoun 
is arrested 
for his part in the mutiny but thanked by 
the admiral for his v. ork in the battle. 


CHAPTER X III.—The British govern­ 
ment gives Dyck the freedom of the 
island of Jamaica, of which his old en­ 
emy, Lord Mallow, is governor. 
W ith a 
companion, Dyck secures treasure worth 
£40,<X>0 from a sunken Spanish ship, and 
becomes ~ weal*bv and respected planter. 
CHAPTER 
XIV. — Sheila, 
with 
her 
mother, comes to Jamaica to look after a 
plantation she owns, but more than all 
else the girl comes to see Dyck. 
He 
begs Mrs. Llyn to tell Sheila that Boyne 
was her father, 
which she has never 
known. 
Mrs. Llyn demurs. 


CHAPTER XV.—Ix>rd Mallow’, who had 
known the Llyns in Ireland, attracted by 
Sheila’s beauty and vast wealth, deter­ 
mines to win her for his wife. 
Fearing 
she has an affection for Dyck, he decides 
to tell her about lier father, but Calhoun 
anticipates him and tells Sheila the whole 
story himself. 
Loving Dyck as she does, 
the girl is heartbroken over the situation. 


CHAPTER X V I.—Lord Mallow informs 
Sheila he has word from London to keep 
Dyck confined to his own estate. He asks 
Sheila to marry him and she is tempted, 
peeing in the alliance a way out of the 
difficulty, now’ she knows she can never 
marry Dyck, but she evades giving him 
a definite answer. 


CHAPTER X V II.—The Maroons, unruly 
blacks, rise In rebellion and devastate 
parts of the island. 
Calhoun has seen 
the uprising* Impending, as have others 
In the island, but Lord Mallow has alw ays 
made light of the possibility. 
Calhoun, 
against the express order of the governor, 
has sent to Cuba for bloodhounds 
the 
only sane means of fighting the blacks in 
that wild country. 
Fearing for the safe­ 
ty of Sheila and her motlier, Dyck, with 
a party, rides to their plantation. 
He 
finds both ladies aw’ay, and goes to seek 
them. 
They have been taken prisoners 
by the Maroons. 
Dyck rescues them. 
CHAPTER X \ ill.—The bloodhounds ar­ 
rive from Cuba. 
Lord Mallow’, 
facing 
popular indignation for his supineness in 
connection with the uprising, gives Cal­ 
houn full cliarge of the operation? against 
the Maroons, in which the he iuds are 
employed. 


CHAPTER 
X IX .—The insurrection 
is 
quickly quelled when the hounds are put 
to work. 
Mallow seeks an answer from 
Sheila to his offer of marriage. 
She tells 
him she cannot marry’ him, and informs 
him of her affection for Dyck Calhoun. 
At her solicitation, Mallow agrees to ask 
the government to grant Calhoun a full 
pardon. 


CHAPTER X X .—A ship arriving from 
England puts ashore a woman in the last 
stages of Illness. Sheila hears of her con­ 
dition and goJs to see if she can help her. 
The woman is Noreen Boyne. She knows 
Sheila and confesses to the killing of her 
husband, Erris Boyne, five years before. 
Sheila gets the confession in waiting. She 
shows it to Dyck and together they go 
to Lord Mallow. 


CHAPTER X X I.—Mallow receives Dyck 
frigidly, feeeling all the old enmity. Cal­ 
houn’s information concerning the killing 
af Boyne disconcerts him. They visit No­ 
reen and she tells her story. 
The gover­ 
nor decides to announce Calhoun’s inno­ 
cence as soon as Noreen has 
passed 
iw ay. 
She die* 
hours later. 


C H A P T E R XXII. 


Then What Happened. 
An hour after Noreen Boyne had 
been laid in her grave, there was a 
special issue of the principal paper 
telling all the true facts of the death 
of Erris Boyne. It vexed Lord Mallow; 
but he steeled himself to urbanity, and 
he played his part well. He was clever 
enough to see it would pay him to be 
outwardly gracious to Calhoun. 
So it 
was be made a speech in the capital 
on the return of the general command-1 


He gave an honest smile of adora­ 
tion. “I came today to ask you to be 
my wife—for that reason only. 
I 
could not do It till the governor had 
declared my innocence. 
The earth Is 
sweeter today than it has been since 
time begar.” 
He held out his arms, and an instant 
later the flowers she carried were 


hat, but had a breech cloth in place 
of trousers; and others cut out the 
seat of the pantaloons, leaving only 
leggings. 
AU wore spurs, whether 
they had on boots, moccasins or were 
barefoot. 
But they were good fight­ 
ers for all of that. 
They were with General Carr at the 
Battle of Summit Springs, Colo., In 
1860, and here Major North killed the 
Sioux chief Tall Bull, although Buffalo 
BUI is sometimes credited with that 
feat. 
^During his scout career Major North 
became a close friend of Buffalo Bill, 
and when he disbanded his scouts. 
Cody and North went into the cattle 
business in Nebraska together, and 
were partners for many years. 


DOES NOT BELONG IN CITY 


Tho Flowers Were Crushed to 
Her 
Breast, With Her Lips Given to His. 


crushed to her breast, with her lips 
given to his. 
A little later she drew from her 
pocket a leper. "You must read that,” 
she said. 
‘It is from the great Alex­ 
ander Hamilton—yes, he will be great; 
he will play a wondrous part in the 
life of my new country. 
Read it, 
Dyck.** 
After he lad read it, he said: “He 
was horn i British subject here in 
these islands, and he goes to help 
Americans live according to British 
principles. With all my sane fellow- 
countrymen I am glad the Americans 
succeeded. Do you go to your Virginia 
and I will come as soon as I have put 
ray affairs in order.” 
“I will jot go without you—no, I 
wUll not go,” she persisted. 
“Then we shall be married at once,” 
he declare!. 
And so it wras, and all the island 
was en fete, and when Sheila came 
to Dyck’s plantation the very earth 
seemed to rejoice. 
And sweetly solitary the two lived 
their lives, till one day, three months 
later, there carne to the plantation 
the governor and his suite. 
When they had dismounted, Lord 
Mallow said: 
“I bring you the pay 
of the British government for some­ 
thing of what you have suffered, sir, 
ani what will give your lady pay, too, 
I hope. 
I come with a baronetcy 
given by the king. 
News of it came 
to me only this morning.” 
Calhoun smiled. “Your honor, I can 
take no title. I can receive no honor. 
I have ended my life under the Brit­ 
ish flag. I go to live under the Stars 
and Stripes.” 
The governor was astounded. “Your 
lady, sir; do you forget your lady?” 
But Sheila answered: 
“The life of 
the new world has honors which have 
naught to do with titles, and I will 
remain as I am.” 
“I sail for Virginia by the first ship 
that goes,” said Calhoun. “It is good 
here, but I shall go to a place where 
things are better and where I shall 
have work to do. I must decline the 
baronetcy, y°ur honor. I go to a land 
where the life 
larger, where Britain 
shall r e m a k e herself.” 
“It will tako some time,” said the 
governor tartly. 
“They’ll 
be 
long 
apart. 


When the Arabian Musical Instrument, 
the Arghul, Comes to Town, 
it Degenerates. 


In Cairo the arghul is played at 
night in the old city, and on the 
streets of the underworld, lending its 
note and interpretation to love songs 
that somehow follow wiien everything 
else in life has been lost or left be­ 
hind, writes Robert Hamilton Rucker 
in Asia Magazine. 
At an Arabian 
cafe an old man from the street will 
play and young men will sing while 
the coffee is being made. The arghul 
sings with each and talks with each, 
sympathizes, understands and seems so 
earnest as to make one half believe 
that the young man is singing from 
his own heart and that Hie arghul. 
long accustomed to such confidence, 
knows it full well. 
But, like many of the country bred, 
It seerns to degenerate when it comes 
to town. It falls upon evil ways; it 
sings of love to the loveless; it hovers 
about the low’ cafes. 
Its friend, the 
tabla—more pretentious, and perhaps 
more astute—changes its name when 
it comes to town and does not appear 
alone at night in dark, unfrequented 
streets. It is known as the darabukeh, 
and is seen in the high-class cafes 
where favorites dance to the music 
it brings. 
It has more rhythm than 
melody; much volume but little feel­ 
ing. It talks from the head and sings 
to tile feet. 
But the arghul is all sentiment and 
sympathy. Its place is the desert; Its 
home, we knew as we listened there 
on the rugs in front of our tents, is 
in the wastes of the sandy plain and 
tile stillness of the starlit night. 


ENDS SHOULD BE VARNISHED 


Agricultural 
Department Tells 
How 
to Prevent Door From Sticking 
on Damp Days. 


A door which sticks to the frame 
every damp day is not conducive to 
unruffled feelings on the part of those 
who use it. The forest products lab­ 
oratory of the United States Depart­ 
ment of Agriculture at Madison, Wis., 
has made public a method w’bich obvi­ 
ates the difficulty. 
Wood specialists there say that the 
fact that the top and bottom edges 
of a door are practically always left 
unfiushed is largely responsible for 
its troublesome habit of swelling and 
shrinking. 
The exposed ends of the 
vertical stiles give the most bother, 
because wood picks up or gives off 
moisture more rapidly through sur­ 
faces 
cut 
across 
the 
grain 
than 
through those cut parallel to the 
grain. 
If the doors in a house are to 
shut easily and fit tightly, it is im­ 
portant that their top and bottom 
edges be protected by paint or var­ 
nish. 
If it is necessary to refit the 
door after it is hung, the freshly ex­ 
posed surface should be refinished at 
once. 


“No plan for future preparedness 
can be carried out without the support 
“But they 
come together at last 
American Legion,” said General 


Lightweight 
Underwear 


Windup of the season, and giv­ 
ing you reductions that will pay 
you to lay in a supply. 


$1.00 Values--reduced to $ .75 
1.25 Values--reduced to 
1.00 
1.50 Values--reduced to 
1.20 
2.00 Values--reduced to 
1.50 
2.50 Values--reduced to 
1.85 
3.00 Values--reduced to 
2.25 
3.50 Values--reduced to 
2.65 
4.00 Values--reduced to 
3.00 
5.00 Values--reduced to 
3.85 
6.00 Values--reduced to 
4.50 


PALM BEACH AND MOHAIR 
SUITS 
Vs OFF ORIGINAL PRICE 


E. E. Johnston Clo. Co. 
209 Ohio St. 


Square and 
Round 
Dance. 
A square and round dance given 
by the members of the Fraternal 
Aid Union will be 
held 
on 
the 
third floor of the 
Odd 
Fellows 
Building on Friday night August 
2G, 3 921, to which the public is 
cordially invited. 


Sectarians at El Dorado. 


DON’T MISS THE NOON DAY 
LUNCHEONS at the Delicatessen, 
Third and Lamine streets. 
They 
are fine. Try them. Good service 
tables for ladies. 
Charles H. Raif­ 
feisen, Prop.—Adv. 


T R U C K FO R O U TIN G S 
Parties of 2d or more 30 cents 
each to water works, 
Thatcher's 
Ford or Lovers Leap. Menefees. 
Phones 328. 
Mr. and Mis. T. J. Sturges of 900 
West Fifth street, left Thursday 
for a sojourn at El Dorado'Springs, j WANTED—Sewing 
machine 
opera- 
They will be joined there Saturday 4 tors’ Lam>r ^lf£* Co- 
by their daughter, Mrs. J. Searcy 
Ridge and Mr. Ridge of Kansas 
City, who have been enjoying a 
visit in Sedalia and who will make 
the trip in their car. 


F R E C K L E S 


Now 
Is the 
Time 
to Get Rid of 
These Ugly Spots 


There’s no longer the slightest 
need of feeling ashamed 
of your 
freckles, as Othine, double strength 
is guaranteed 
to 
remove 
these 
homely spots. 
Simply get an ounce of Othine— 
double strength—from 
any 
drug­ 
gist and apply a little of it night 
and morning and you should soon Have us examine them, that you 


Watch Your 
Children’s EYES 
To neglect your children’s eyesight, 
is to incur a grave responsibility. 


see that even the worst freckles 
have begun to disappear, while the 
lighter ones have vanished entirely. 
It is seldom that 
more than an 
ounce 
is needed 
to 
completely 
clear the skin and gain a beautiful 
clear complexion. 
Be sure to ask for the 
double 
strength Othine as this is sold un­ 
der guarantee of money back if it 
fails to remove freckles. 
Advertisement 


may learn their true condition, and 
whether or not glasses are neces­ 
sary. 
Bad Eyes Made Good 
Our one aim is your entire 
satisfaction 
Alfred L. Dickmafl 
Optical Specialist 
118 Ohio S t 


SSL. 


—for the world's sake.” 
[THE END.] 
Pershing at a banquet held In his hon­ 
or at Lincoln, Neb, 


INVESTMENT OFFERING 


The following is just one of a number 
of high-grade, first mortgage loans we have 
on hand, offered subject to prior sale: 


LOAN No. IO. Appraised value of 
land $26,400.00; total amount of loan 
$9000.00. Farm is well located and worth 
more than appraised value. 6 per cent, 
payable semi-annually. 
$1000 and $3000 
notes on hand, and offered subject to prior 
sale. 


First mortgage, well secured, real es­ 
tate loans, like the above, never fluctuate 
in value. 
Conservative investors always 
choose mortgage loans—the best security 
in the world. We have other loans in 
amounts from $200 upward. 


Farmers & Mechanics Bank 
120 S. Ohio, Near Second. 
Strength—Service 


TELLS OF WIFE’S 
TROUBLE IN A 
PUBLIC STATEMENT 


Rev. A. H. Sykes, form er pastor 
of the W atkins P ark Presbyterian 
church. Nashville, Tenn., says: 
“A fter seeing 
w h at 
T anlac has 
accomplished in my w ife’s case, I 
am convinced th a t it is a medicine 
of great power 
and 
extraordinary 
merit. 
I do not think I have ever 
seen anything to give such prom pt 
results. 
Mrs. Svkes had been in 
delicate health for ten m onths, suf­ 
fering from stom ach trouble and 
nervous breakdow n. 


JAPAN PREPARES TO 
SENO LARGE DELEGATION 


W ashington, Aug. 26.—The Japa­ 
nese governm ent is preparing 
for 
representation 
on P a r 
Eastern 
Questions and lim itation 
of arm a­ 
ment. 
The Jap an ese em bassy here 
under instructions from the Tokio 
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healthy appetite 


in HOT WEATHER 


Do Not Allow That Tired 
Feeling to Get You in 
Summer. 


PAGE THREE 


S to ries o f 
By Elmo 
G re a t Scouts 
Watson 


There 
you 
tired 
, 
. 
ls no 
reason 
why 
loreign office is seeking accommo-1 should allow 
th a t 
languid 
fiat ions and m aking 
ai; 
arrange- feeling to prevent your enjoym ent 
m ents possible in advance of 
the of norm al activity in hot 
actual arrival ot the delegation and days. 
T he principle 
attaches. 
Already options have been taken 
on a large mansion in 
which will 
be housed the delegates, 
probably 
nbout a half dozen in num ber, with 
their serv an ts and secretaries. An 
“I frequently sought medical a d -tother building has been secured for 
vice but T aniac is the only thing ( use as an office and a section 
of 


sum m er 
thing is to 
prevent the action of the stom ach 
and bowels from becoming slug­ 
gish and thus preventing the blood 
from receiving its proper nourish­ 
ment. 
It will not perm anently as­ 
sist m atters to take any drugs for ! 
the blood 
alone. 
The 
com m on-1 
sense procedure is to clear the di- 
th a t gave h er any relief. 
After tak- one of the hotels has been e n ^ fr^ a i aestive tract from all im purities 
Intr i R n ^ ^ I 
^ 
i _ _ 
„ . i 
i. x •__ 
# 
ii 
o r» 
I qnri fVitic a l l n u r fVm 
___ 
ing th e m edicine only a short tim e 
she w as able to sit up and help 
w ith th e household duties. 
I think 
it only a short tim e until her health 
will he fully restored.” 
T anlac is sold by leading drug­ 
gists everyw here. 
A dvertisem ent. 


es- 
in 


Accepts a Position. 


Miss Celia Singer has accepted 
a position as saleslady at th e Cole’s 
w om en’s shop. 


for the accomodation of the rest of 
'b e Jap an ese party, which it is 
Amated will num ber about SO 
all. 


Indications are now that Prem ier 
H ara will not be able 
to 
come to 
W ashington owmg to the 
m eeting 
of the Japanese diet in the fall and 
w inter which requires his personal 
attention. 
In that case it is said to 


(and thus allow' the blood to derive 
its natural supply of vitalizing ele­ 
m ents from the food. 
Sa-tan-ic is renow ned 
far 
and 
wide for its quick action in cleans­ 
ing 
the 
stom ach 
and 
intestinal 
trac t and in prom oting a healthy 


©, W estern Newspaper Union. 


SHARPE GROVER, “BEST SCOUT 
GOVERNMENT EVER HAD” 


“The best scout the government ever 
had,” said some of the army officers 
for whom Sharpe Grover scouted dur­ 
ing the Indian wars In Kansas hi 
18(37-68, and more than |mce be showed 
himself worthy of the title. He had 
married a Sioux woman, and lived 
with the tribe for years. 
He could 
speak their language aDd knew theii 
ways. 
As a trailer and reader of 
•‘•gns, Grover was without a peer. 
He could tell how long since the 
tracks had meen m ade; whether they 
were by horses or ponies, shod or un­ 
shod ; how many were ridden, how 
many were driven; w hether it was a 
w ar party or one moving from one 
camp to another. 
W hen the Sioux w ent en the war­ 
path in 1806, Grover left them and 
joined the arm y as a scoot for Custer 


appetite in even the hottest wreath- j *n 
with Billy Comstock. 
another not£d scout, he visited the 
camp of Chil 
er. 
Get a supply 
of this 
famous 
tonic at once 
and 
keep 
all your 
family happy and healthy through 


Auto 
Firms Trade 
Locations. 


F isher Auto Sales Co., and Ben­ 
n ett & Horan, have swapped loca­ 
tions. F ish er S ales Co., going to 
5th & O sage and the B ennett & 


gation will be headed cith er 
by 
Secretary of Foreign Affairs ITch- 
| ida. or Viscount Chinda. w ho has 
jbeen am bassador 
to 
W ashington 
and London and 
since 
his retire- 
j ment from the diplom atic service 
has been attending the 
Japanese 


H oran to th e F ish er stand at 211 jPrOWD prm ce in his European tour. 
W est F ourth street. 
1S now on bis way back to Ja- 
T h e change 
becom es 
effective ! pan anc* 
*n Tokio in am ple 
im m ediately. 
| nm p to confer with the rem ainder 
------------ !0f thp delegation and receive 
the 
For Dysentery and Flux. 
instructions of his governm ent. 
R. E. Brawer of Dixm, 
Brooks j 
The partv is expected to said for 
Co., Ga. hun used C ham oerlain’s America early 
in October 
Colic and 


be probable th a t the Japanese dele- j the summ er. 
At druggists $1.00 or direct from 
Sa-tan-ic 
Medicine 
Co., 
W ichita, 
K ansas, $1.25 prepaid,— Advertise­ 
ment. 


used C ham oeriam s 1 
m u cio o er 
in 
a 
D iarrhoea Rem edy for I special steam ship, and will come to 
y ears and cays he finds it to be 
one of the best fam ily medicines 
of his knowledge, t tat it is the 
b eet medicine he over saw for dy­ 
sentery, flux and kindred diseases. 
W hen use'* for dysentery castor 
oil inst also be given. 
Advertisement 


W ashington from Seattle on 
ial train. 
a spec- 


C LIFTO N C IT Y ITE M S 


TOO LATE TO CLASSIFY 
FOR SALE— Ford 
roadster. 
A l 
condition, a bargain. O. N. Gregg, 
503 So. Ohio. 


FOR SALE]— Com bination gas and 
coal range, large coal heater, li­ 
brary table, cheap if sold at once; 
also R. I. R. 'chickens. 
Bell 1460. 


Mrs. C. M cCarty and son return­ 
ed last week from a lengthy visit 
w ith relatives a t F ort Sm ith. Ark. 
Mrs. Chas. O rr 
of 
Hughesville, 
visited friends 
here 
several days 
this week. 


L OD GE S 


B. H. F aredorf has been serious­ 
ly ill the past several weeks. 
Mrs. Bruce Bidstrip 
w as 
shop­ 
ping in Sedalia Tuesday. 
Mr. and Mrs. O. T. Bridges and 
family; Mr. and Mrs. M. McCarty 
are planning on a trip 
to Salem, 
Benton county, the 
latter 
part of 
this week to visit W. Bridges while 
there. 
Stanley H irst of Carrolton is vis­ 
iting relatives here. 
Mr. and Mrs. L. Blythe of Chero­ 
kee, Okla., is visiting 
his mother, 
Mrs. H. Blythe. 


Miss M argaret Nelson, who has 
been visiting at W. W antrings and 
family the past week, returned F ri­ 
day to h er home at Bunceton. 
Mrs. Chas. Hixon 
visited 
with 
relatives in Sedalia 
several 
days 
this week. 


In 


When You Buy Butter 
Ask for Sw eet Springs C ream ery 
— the prize w inning b u tter at the 
C entennial-State Fair. 
Your grocer 
has it; also those delicious Cam p­ 
bell cakes in several ra ritie s.—Ad­ 
vertisem ent. 
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NO TICE 
De Molay Patrol will meet 
Monday night at 7:30 p. rn. 
at S taley’s funeral home. 
EDW IN SPEN D IFF, 
C hairm an. 


Praise of Chamberlain’s Colic 
and Diarrhoea Remedy. 


PESKY 
BED - BUGS 
P. D. Q. 


Try just once P. D. Q. - Pe s k y 
Devils Quietus as a preventive or 
to rid Bed Bugs, Roaches, Fleas 
and Ants. E v e r y family 
should use P. D. Q. house 
c l e a n i n g time to guard 
against the Pesky Devils and to 
prevent moths. - P. D. Q. is not 
an insect powder, but Is a new 
chemical that kills insects and 
their eggs. Each package con­ 
tains free a patent spout to en­ 
able you to get to the hard-to-get- 
at places and saves the juice. 
A 35 cent package makes one 
quart, enough to kill a million 
insects and their eggs. 
Yo**r 
druggist has it or get it for > o*>. 


W . O. W . NO TICE 
I will be at room 213 llgenfritz 
Bldg., during Centennial-State Fair 
and will be pleased to 
have 
all 
Sovereigns come to the office and 
get their correct rates. 
This is im­ 
portant to you and your, fam ily’s 
future.. Office open from 9 a. rn. 
to 9 p. rn. 
CLAUDE M ANLO VE 
State Manager. 


“I en.it ot 
speak to highly in 
praise of C ham berlain’s Colic anc 
D iarrhoea R em edy” w rites 
Mrs. 
C l.vie Fr,oner, 
Zanesville, Ohio. 
“It has b 'c* used by m yself and 
hussar: I for cholera m orbus and 
othor form s of barret ti ruble fox 
the past fifteen years. It never 
fails te give relief.” 
Advertisement 


EASTERN STAR NO TICE. 
P ettis C hapter <U. D.) O. E. S., 
will m eet in re g u la r session on F ri­ 
day 
evening, 
A ugust 
26, 
a t 
8 
o’clock. 
Visiting 
m em bers 
wel­ 
come. 
A D E LEN E SHIELDS, W. M. 
W. A. W H EAL. Secretary. 


JENKINS 
AGENCY 


“Insurance 
That 
Insures” 


Established IN S 
SO Large Companies—SO 


*10yM 
Ohio 8tro el 


K. of P. No *7, 
Sedalia lodge No. 27 Knights of 
Pythias, 
meets 
Friday 
night at 
7:30 o’clock, in their hall, 114 East 
Fifth street, for regular order of 
business 
A cordial invitation ex­ 
tended t oall visiting Knights. 
F. A. BENZ, C. C. 
C. E. COSTIN, K. of R. & S. 


T 
. MOVING INO HAW ING 
J u st Call Phones 92—Bertc&an* 


Turkey Leg of the Chey­ 
ennes, whose w arriors were supposed 
to be friendly. 
One of the Indians, 
however, saw the fine pearl-handled re 
volv er-carried by Comstock and deter­ 
mined to have IL 
When the scouts 
left the camp seven Cheyennes rode 
away with them. 
While engaged in friendly conversa­ 
tion, the Indians suddenly dropped to 
the rear and opened fire. 
Comstock 
was killed instantly and Grover badly 
wounded, but lying on the ground and 
making a desperate defense of Com­ 
stock's body, he fought off the Indians 
until nightfall and escaped. 
The next month Grover joined Gen. 
G. A. Forsyth’s band of scouts and 
was 
with 
them 
at 
the 
celebrated 
Beecher’s 
Island 
fight. 
As 
Roman 
Nose’s w arriors shouted to each other, 
Grover 
understood 
everything they 
said, and told Forsyth what they were 
planning 
to do. 
After the 
biggest 
charge of the Sioux and Cheyennes 
had been turned back, Forsyth tam ed 
to Grover and said: “Can they do bet 
ter than that, Grover?’ 
“I have been on the plains, maa and 
boy, for 30 years, and I never saw* such 
a charge before,” was the scout's reply. 
“I think they have done their level 
best.” 
“All right, we’re good for fiiem, 
then,” said Forsyth. 
For years the fact that Grover was 
with Forsyth that day was kept from 
the Indians, for he was friendly with 
them, and they would have killed him 
without mercy, had they known. Later 
they did learn it and attem pted sev­ 
eral times to bill him, but he always 
escaped. 
Unfortunately Grover drink 
heavily, and a few years after the 
Beecher fight he was killed In r 
row at Pond City, near F o rt Wallace, 
an Inglorious end for so great a scout. 


OnBackandArmsforEleven 
Months. Could Not Rest. 


“ Eczema broke out in a rash on 
my back and arms and itched and 
burned so severely that I 
( 
I scratched and irritated them, 
'JF 
and large scales came off. 
My clothing aggravated the 
breaking out on my back, 
\ \V v and * could not rest at night. 
\ M a 
“ The trouble lasted about 
eleven months. 
I sent for a .free 
sample of Cuticura Soap and Oint­ 
ment and they gave me relief. 
I 
purchased more, and after using 
three cakes of Soap and two boxes 
of Ointment I was healed.” (Signed) 
Walter J. Longstreth, 6861 South­ 
west Ave., St. Louis, Mo. 
UseCuticurafor all toilet purposes. 


BampUEoch Free by Mall. Address: "C«tlc«ra Lib­ 
erator ie a, DecV-H, kal*® 48 Mat. 
SeldVverv- 
where^SoapZSc. Ointment 25 and We: Talcum 26c. 
9P^W*Cuticur& Soap shaves w ithout m ug. 


was served at the noon hour, and 
the afternoon was spent socially. 
The party returned to Sedalia 
Thursday evening. 


PIANO PUPILS 
Mrs. Roy W. R ucker announces 
that she wTill accept pupils in piano, 
voice, harm ony and musical history 
upon her return to Sedalia, Septem ­ 
ber 15th. 
For further information 
write Mrs. Roy W. Rucker, Rucker 
Place, Lewisburg, W est Va. 


AMUSEMENTS 


SOCIETY— CLUBS 


CASH STORE 


No Deliveries After Sept. 1 
All Goods Sold at Lower 
Prices. 


Our Prices Are Not Specials 


MEAT D EPA R T M E N T 


Pot R o a s t.................... 12y2c, 15c 
Rib Boil ....................................10c 
Round Steak .......................... 25c 
P o rter House and S horts 
Steaks 
...............................20c 
H am burger 
.............................15c 
Pork Sausage ..................... 20c 
Pork Chops 
..........................28c 
Pork £*teak ............................ 22c 
P ork 
Roast 
..........................20c 
P re Lard ......... 
...1 7 c 
B a c o n .................. 
18c, 25c, 35c 


Red Pitted C h e rrie s..........35c 
43 oz. ja rs J a m ...................35c 
C arnation M ilk 
7c, 
13c 
Hobe 
M ilk....................... 5c, 10c 
L arge C a ro le n e ...............3— 25c 
P in e a p p le .........................30c, 35c 
Gallon 
A p p les........................60c 
No. 3 K r a u t.............................15c 
20c Can P e a s : ........................15c 
No. I Tall Salm on 10c-15c-30c 
P. A- G. S o a p ..........................7c 
C ream ery B utter ......... 47c 
Hay. Bale ...............................45c 
Screen Chops ..................... $1.40 
Bran. S. W ............................. 85c 


Engler & Son 


Phones 215. 
16th and Grand 
No Deliveries 
A fter Sept. 1 


Notice K. A L of 8. 
Fidelity council No 
63, Knights and Lad­ 
les of Security meets 
every Friday night 
at 8 o’clock in thf 
new Odd 
Fellows’ 
hall. Fifth and Ohio 
streets. 
Al 
members urg^d to attend and visit- 
ing members especially Invited. 
J. W. SETTLES, President 
BIBB. MABEL MAYBERRY. Secy 


SPECIAL 
SATURDAY 


Round Steak 
25c 
P. House Steak. .22c 


Loin Steak 
22c 
Chuck Steak 
17c 
Chuck Roast 
15c 
Rib R o a st 
15c 
Rump Roast 
17c 


Plate B o il 
10c 
Phone in your orders 
we will deliver 


Bell 533 
Home 113 


QUALITY MARKET 
Chas. A. Wagner 


Challenge to Thought. 
W hen you can’t do w hat yoi w ant to 
It’s a challenge to think. 
If ytfu can’t 
do It, why can’t you? The chances are 
you will find It is not right that it 
should be done at all. 
Or it may be 
that you are not the one to do it. 
You may w ant to swim the Niagara 
just below the falls so you can boast 
of doing.what has not been done. You 
may w ant to fly to the moon sc you 
can w rite of experiences never yet 
felt by man. 
You may even want to 
play the Jonah game so you can give 
your experiences of a few days ii the 
deep. 
But you can’t do it. 
The why 
lies in the fact that yon are not nade 
for such exploits. 
To attem pt any 
one of them would be to tem pt self 
destruction. 
The crowd might stand 
by and watch you make the effort anc’ 
when you failed they would cn’l you 
a fool. 
When you can’t do w hit yon 
w ant to-—think.—Grit. 


Miss Taylor Hostess. 


Miss Clare Taylor of 916 South 
H arrison avenue entertained lier 
bridge club at her home T hursday 
afternoon, at 
which 
time 
guests 
were limited to members. 
T hree tables were occupied in 
the game, following which favors 
were 
aw arded 
Misses 
Dorothy 
Highleym an and Ju an ita S tarrett. 
The hostess was assisted by her 
mother, Mrs. C. I. Taylor in serv­ 
ing a dainty repast. 
Miss M argaret Clabaugh of 420 
South Quincy avenue, will be n^xt 
week’s hostess to the club. 


WAS KIPLIN G RIGHT? 
The truth of 
Kipling’s 
famous 
line, “The female of the species is 
more deadly than the male,” is said 
to bo dem onstrated in the latest 
Ethel Clayton motion picture. 
The 
film was adapted 
from 
a short 
stor\ in a popular fiction m agazine 
and 
called “More 
Deadly 
Than 
the Male.” 
It will be shown at the 
Strand theatre on Sunday. 
Miss Clayton has the role of 
a 
high-spirited young wom an who is 
confronted with the prospect 
of 
having the man she 
loves 
depart 
on a long and dangerous trip to the 
wilds of Zululand in search of noth­ 
ing but hair-raising adventure. H er 
ordinary efforts to d eter him 
are 
in vain, so she resorts 
to 
novel 
measures. 
Thrills follow in rapid- 
fire order. 
The result is said to be 
a highly entertaining picture with 
a startling climax that changes the 
| whole aspect of 
things, 
Edward 


I Boxen heads the 
supporting 
cast 
and the picture, which is 
a 
Para- 
mount-Artcraft, was directed 
by 
Robert G. Vignola. 


Have Your Picture taken in a bal-* 
loon and finished while you w ait; 
3 for 50c. 
Sterns’ Studio, 111 So. 
Ohio. 


WANTED—Sewing 
machine 
tors. Lamy Mfg. Co. 
opera- 


Buttons, Hemstitching, Buttonhoh 
Bell 853. Mrs. La Flesh, 416% 2 
Ohio.—Advertisement. 


MOVING AND HAULING 
Just Call Phones 92—Bertin? t 
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Scene from 
"The Sky P ilot' 


Connors Great Yarn The Sky, Pilot 
Opens Here Today. 


One of the m ost widely 
read 
stories of the N orth W est 
has 
been Ralph Connor’s 
“The Sky 
Pilot” and now it h as been done 
in th e motion pictres and maters 
one of the b est 
features of its 
kind ever throw n on the “silver 
sheet.” 
All th e wrcll know n char­ 
acters live again the 
thrilling, 
humorous events concocted by the 
author and it has been acclaimed 


Entertained Bridge Club. 
Mrs. W. E .Bard of Sixth street 
and Grand avenue, was hostess to 
the final m eeting of the season of 
the Original Tuesday bridge club, 
with Mrs. John Menefee. Jr., and 
Mrs. C] E. Messerly, Jr., as addi­ 
tional guests. 
A luncheon followed the game. 
The club will resum e its activi­ 
ties in October. 


Party at Houstonia. 
Mesdames W. H. Cloners, F rank 
Monroe, Will Evans, 
John 
Mc­ 
Laughlin and Clay Goodloe, m o­ 
tored 
to 
H oustonia 
Thursday 
morning, w here they 
were 
the 
guests of Mrs. 
Goodloe’s sister, 
Mrs. C. T. McConnell. 
A 
sum ptuous 
chicken 
dinner 


OVED HER STOCKINGS 
IND SKIRT TO MITCH 
E very “Diamond Dyes” package 
tells how to dye or tint any worn, 
faded garm ent or 
drapery a new 
rich color that will 
not 
streak, 
spot, fade or run. 
Perfect 
home 
dyeing is guaranteed with Diamond 
Dyes even if you have never dyed 
beiore. 
Ju st tell 
your 
druggist 
w hether the m aterial you wash 
to 
dye is wool or silk, or w hether it is 
linen, cotton, or mixed goods. 
For 
fifty-one years millions of women 
have been using “Diamond Dyes” 
to add years of w ear to their 
old, 
shabby waists, 
skirts, 
dresses, 
coats, sweaters, stockings, draper­ 
ies, hangings, 
everything!—Adver­ 
tisement. 


as one of th e best of its kind pit 
duced this y^ear. 
Then in addition th ere will 'n 
Jim m ie Adams the funny M erm ai 
comedian in his idea of a “Sunles 
Sunday” which is a real riot c 
good comedy. 
Liquid Gold is ai 
other of the K ineto’s 
series u 
short novelties dealing wuth th 
oil wells of Texas. 
This will be the program for tc 
day and Saturday and then “Dom 
Neglect 
Your W ife” on Sunda; 
only. 


CARSON MEREDITH Piano 
Tuner. Bell Fnone 1878, 


rn B 
E C A U S E of 
our w ide ex­ 
perience and our 
studious efforts to 
a tta in 
perfection 
In our profession 
we are 
equipped 
w ith a m ost pro­ 
found knowledge 
of our 
business. 
W e give the ut­ 
most in service. 


G I L L I S P * ! . ! 
FUNERAL- H O M E 
LADY ATTENDANT 
PHONES 
_ 
.17 5 


Tire Bargains 
Tire and Tube Repair­ 
ing 
Some Specials 
30x3V2 Fisk .. .$11.00 
30x3yo Ardmore 
S co u t 
$12.50 
30x3i/o Ardmore 14.50 
32x3i/o Goodrich or 
United States 15.00 
32x4 Goodrich 
R ib 
$20.00 
33x4 Goodrich 
Smooth ____$20.00 
Also bargains in large 
sizes. 
W e have in stock Goodrich, 
U nited S tates, Portage, Fisk, 
F iresto n e and Mansfield. W e 
g u aran tee 
satisfaction 
and 
we m ake ail our own ad ju st­ 
m ents. 
W e have a full line 
of Silvertow n cord tires a t 
a price IO p er cen t below 
o th e r stan d ard 
m ake 
cord 
tires. 
M. & S. Tire & 
Rubber Co. 
7th & Ohio St. 


Washington at Forty-four. 
The authenticity of a p o rtn lt of 
Washington 
at 
forty-four by John 
Trumbull, painted 
on 
a 
mahogany 
panel eight by ten Inches in size has 
recently been established undei pe 
culiar and interesting circumstaices. 
writes William H. Shelton, curator of 
the Jtimel museum, in the Internation 
a1 Studio. This picture has hung In 
the museum of Jum el mansion for six 
years in 
the collection of W iliam 
Lanier Washington. 
The head is interesting as shoving 
Trum bull's recollection of Washington 
at forty-four, and his recollection was 
seconded by pen drawings made while 
on his staff in 1775. General Washing­ 
ton was forty-three years of age wheD 
he took command of the army at Bos­ 
ton. 


W A N TE D 
- 


1500 boys and girls, ages 
IO 
to 16 years for street parade to 
advertise the opening of Allen’s 
Outlet Store, HO W est Second 
St. 
Apply 
at once 
to 
Allen’s 
Outlet Store, HO W est Second. 


Dealing’s 
Real Peppy 
Orchestra 
Hoi**© 828, 


FITZG ERALD^ MELODY 
8HOP 


FOR SALE 


7 
Room 
residence, 
bath, 


electric lights, gas, hot air 


furnace, w est side, excellent 


location, easy term s. 


Wallace May 


K atie Bldg. 
Bell 630 


Special Examination 
— for — 
School Children’s 
Eyes 


Let me help you, boy or girl, 
to b etter education. 
Glasses 
m ade the 
Murphy 


W ay insures success 
105 W est 3rd St. 


FOR EXCHANGE. 
20 acres of good land w ith mod 
e m Improvem ents, located on rock 
road % mile of city lim its of Se­ 
dalia, to exchange for good Sedalia 
property. 
Also have 70 acre farm to rent. 
See A. R. BOHON 
Bell 686—Home 374, 
v J 
llgenfritz Building. 


Everything in first class 
furniture on easy pay­ 
ments. 
Wm. Arenson Furniture 
& Carpet Co. 
Bell 933 
205 W. Main 


W A N TED 


L-'-o boys and girls, ages IO 
to ! 
w a rs for street parade to 
advert: e the opening of A llen’s 
Outlet Store, HO W est Second 
St. 
Apply 
a t once 
to 
Allen’s 
Outlet Store, HO W est Second. 


Expected It White. 
‘‘Americans traveling for the first 
time in Europe,” said Senator Bran 
degee at a H artford dinner, “display 
provincial crudeness in many ways, 
hut the faux pas a Boston leather prof­ 
iteer m ade in a fashionable Parisian 
restaurant was pardonable. 
Thanks 
to prohibition he was quite uninitiated 
in the m atter of table wines—he had 
made his pile after we went dry. 
“ ‘Holy smoke, waiter,’ this profiteer 
exclaim ed haughtily. ‘Look w hat you’ve 
brought m e — yellow wine when I asked 
you for w h ite ! 


t i 


Hush Money. 


C a l l e r — Well, you are a good little 
bor. Are you always as quiet as this? 
J o h n n y — N o; hut m other’s going to 
give me a quarter if I don’t say afiJ' 
thing about your bald head. 
« 
* 
A resolution calling upon congree 
to pass the American Legion’s leg!5 a ‘ 
Hon for the relief of disabled v e t e r a n s 
of the W orld w ar sent by an Amen* a 
Legion post at Newberry, S. c - 
accompanied by a large pair of sn* 
• • 
An attached card bore the inscrip 
• 
-F o r the Love of Mike, Cut Out tne 
Red T ao e/ 


John Montgomery, Jr. 
Lee Montgomery 
Roy W. Rucker 


10NTG0MERY 6 RUCKER 
ATTORNEYS-AT-LAW 


Porter-Montgomery Bldg. 


112 W. 4th 8t. Sedalia, Mo. 


Telephones 
Bell 826 
Home t i l 


Today & Saturday 
Edith Storey 
—in— 
“THE GOLDEN 
HOPE.” 


Eddie Polo in “King of the 
Circus” 
* 
and a 2 reel comedy 
“Pardon Me” 
Only 10c and 15c 


"where it's cool 
and the tishin's good 
Low Exclusion Fares 
on sale to September 3c 
gpod returning tm 0ct-3i 
Vacation haunts avail­ 
able same as usual 


A sk m e for “ C olorado Sum m er” 


G. W . Hagenbach, D. P. A., 
Kansas City, Mo. 


> • 
719 W alnut St. 


f 


NOW PLAYING 
3 Show's 2:30, 7 and 9 
Regular Sedalia Prices 


RALPH CONNOR’S GREAT YARN 
“THE SKY PILOT” 
filled with 
Thrills, Humor, Action, Love and Fights 


A picture for the whole family 


Added 
June Adams in “Sunless Sunday” 


A Comedy and Kineto’s “Liquid Gold 


. 
. 
..... — 
——* 
QUALITY CASH GROCER A 


We Offer For the Rest of 
This Week. 


IOO LBS. BEST GRANULATED SUGAR $6.'S0 
15 LBS. BEST GRANULATED SUGAR $1.00 
BRAN, per IOO lbs........................................... ,80c 
SHORTS, per IOO lbs....................................,$1.05 
CORN CHOPS, per IOO lbs.........................,.$1.25 
Farmers Dairy Salt, 70 lb. Bags..................$1.05 
Farmers Dairy Salt, 35 lb. Bag............... ,... ,60c 
Carnation Milk, per can.......................... 
5c 


Carnation Milk, tall can..............................12!4c 
FANCY PEABERRY COFFEE, per l h . . 25c 
Best Coffee possible for 
, 15c 


Searchlight Matches, 4 boxes 
....... 
25c 
GOOD GUNPOWDER TEA, per lh.. .........25c 
IO cont Cakes Rose Bath Floating Toilet 
Soap, 3 cakes for...........................................loc 
Coats Spool Cotton, per spool 
................ OC 


We wish we could list our prices on 
all articles We sell everything at 
lowest possible prices for cash. 


R. L. THOMPSON 


106 West Main Street. 
Bell Phone 1362. 
Home Phone 143. 
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The New Fashions 
msn 
f For the 
Autumn Season 


Now Featured Throughout the Entire Second 
Floor Devoted to the Outfitting of 
* 
Women and Misses 


Every favored style and fabric may be obtained in afternoon and street 
dresses. Plain and fur trimmed Suits, Coats and Blouses—and while 
these garments are in accord with the present vogue of simplicity, there 
are many of rare beuaty and richness for the more formal dress events. 
School and College 
Outfit 


Have been given special attention in a plentitude of 
smartest and practical models being ready for se­ 
lection----- 


Specially Designed for the Miss 
Specially Priced $24.75 and $29.75 


Particular attention is directed to a beautiful collec­ 
tion of Frocks, sizes 14 to 18 for the miss getting 
equipped for school or college. 
Straight line one 
piece frocks, of Serge, Tricotine and Canton Crepe. 
Each Dress with a touch of distinction. 


S. KAMN see. A rm tA S 
Outfitters for We and Women 


Stories of 
By Elmo 
Great Scouts 
Watson 


©. Western Newspaper Union. 


FORSYTH’S SCOUTS, THE ORIG. 
(NAL “ROUGH RIDERS** 


This Is the story of 51 Scout*, In­ 
stead of just one, for together they 
won undying fame In one of the 
fiercest battles ever fought with the 
Indians on the frontier. 
® iey were 
j Forsyth's Scouts, the “Rough Riders 
of 1SG8.” Gen. George A. Forsyth was 
their leader—“Sandy” Forsyth, he had 
been called In Civil war days. 
The scouts left Fort Walleye, Ken* 
in pursuit of a band of Dog Soldier 
Cheyennes who had been raiding In 
western Kansas. 
Early one Septem­ 
ber morning while they were camped 


RHEUMATISM LEAVES 
YOU FOREVER 


Deep Seated Uric Acid Deposits Are 
Dissolved and the Rheumatic Pois­ 
on Starts to Leave the System 
W ithin Twenty-four Hours. 


Every Druggist in this country is 
authorized to say to every rheumat­ 
ic sufferer that if two bottles of 
Allenrhu, the 
sure 
conquerer of 
rheumatism, 
does 
not 
stop all 
agony, reduceswollen joints and do 
away with even the slightest twinge 
of rheumatic pain, he will gladly re­ 
turn your money without comment. 
Allenrhu has been tried and test- 
1 ed for years, and really marvelous 
results have been accomplished in 
the most severe cases where the 
on the Arickaree river in eastern Oslo- j suffering and agony, was 
intense 
rado the Indians appeared Rad tried and piteous and where the patient 
was helpless. 
Mr. James H. Allen, the discover­ 
er of Allenrhu, who for many years 
suffered8 the Jcgrinents of acute rheu­ 
matism, 
desires 
all 
sufferers to 
know Sta t he does not want a cent 
of a n s a e ’s money unless Allenrhu 
decisively conquers this worst of 
all diseases, and 
has instructed 
all didylists to 
it in ev­ 
ery instance. 
0 Advertisement 


Mothers Will Find Here To-morrow 
Special Offerings for the College Girl 


to stampede their horsey 
km the J 
scouts prepared to mots? u h give 
battle, 
Sharpe Grover, Chair guide, 
touched Forsyth en the aim . 
“Oh, 
heavens, genferatr* he cried, •‘look at 
the Indians!** 
In the next instant the aorrounding 
bills and valleys were alive w ith sav­ 
ages, who charged down upon the 
scouts, but were driven off by a few 
volleys. 
Surrounded and hopelessly 
outnuml>ered, there was but one thing 
for Forsyth to do. 
In the center of 
the stream was a little island on which 
grew a few small trees. 
“Make for 
the island, m en!” shouted Forsyth. 
“It’s our. only chancy." 
They reached th]£ Hiland Just in time1. 
While Indian riflemen along the bauks 
of the stream poured in a hot fire, a 
picked body of 500 warriors led by 
the Cheyenne 
chief, 
Roman 
Nose, 
charged down up>on them, intending to 
ride over Forsyth’s band in one red 
wave 
of destruction. 
The 
Indians 
were beaten back, they settled down to I 
played and hotly 
contested 


ILL STARS DEFEATED 
FAYETTE BALL GLBS 


The Sedalia All-Stars 
defeated 
the fast Fayette loam on the hit­ 
te rs diamond Thursday afternoon 
by a scorce of 6 to 3. 
The game 
although slowed up 
considerably 
on account of a wet diamond, was 


V 


besiege the scouts. 
Twenty-three of the 51 scouts hod 
been killed or wounded when evening 
j came. 
Forsyth was suffering from 
* three wounds and Lieut Fred Beecher, 
| the second In command, had been 
killed, as had the only surgeon In the 
I command. 
For nine days, in spite of hunger 
and wounds, the little band of scouts 


throughout. 
Fayette fans 
spoke 
well of tho local club in adminis­ 
tering th?ir team its second de­ 
feat of the season and asked them 
to come back for another .game. 
Elmer Dillard, 
the 
Athletics 
whirlwind center fielder, who of­ 
ficiated on the mound for the All- 
Stars pitched a good game, secur­ 
ing eleven strikeouts and holding 


A Special Sale of 
Sweaters 
Here’s the big savings and 
something prized by every 
school girl—A full assort­ 
ment of Slip-over Sweat­ 
ers in all shades. The real 
values of m any in this lot 
were up to $9.75 each—To 
close out the lot tomor­ 
row— 
Tour Choice $3.50 
‘Marhoffs’ Flannel 
Middies 
Balance of stock of these 
popular 
numbers 
are 
found in two 
lots 
for 
quick clearance— 
$5.00 and $7.50 


Just in time comes this sale of Middies, Suits, 
Blouses and Dresses, to obtain the more prac­ 
tical things to wear for the rollicking school 
girl. And in fitting out the college girl, re­ 
member we have everything in wearables 
necessary to round out a complete wardrobe. 
Tomorrow we offer special reduced prices to 
close out the following. 


“MARHOFF” MIDDIE SUITS 


An assortment of these popular suits in Linens, Flannels and 
Serge—All the popular shades— 
Specially Reduced Prices $8.50 and up 


THE EVER READY MIDDIE 


Spick and span ready tor duty at a moment’s notice, these 
Middies will be a big investment for everyone as long aa 
they last—Tomorrow an assortment that will please every­ 
one— 
$1.50 
$1.98 
$2.50 


THE S T O N E THAT S E T S 
2/9 -2 2/-223 JO .A rf/ 
O H I O S T 


Vt 


TODD'S TRANSFER will he si 
Consors, 712 Bo. Ohio. 
Bell 992. 


beat off the Cheyennes, until two of {the Fayette batsm en 
to eleven 
the scouts managed to Hip through 
the Indian lines at night and guide a 
force of cavalry to their rescue. Once 
Forsyth gave the unwounded scouts 
a chance to try to escape, leaving him 
and the other wounded to their fate, 
but they refused. 
“We’ve fought to­ 
gether, and we’ll die together, if we j following pl 
must!” was their heroic answer. 
: “Potts’’ Evf 
Tlie island was named Beecher’s 
™ 
Island, in honor of their lieutenant, 
and today a monument stands on it 
to mark forever the place where For­ 
syth’s Scouts fought so bravely. 


C a rryin g on 
ll 
W ith the 


bits. W alter Wenden of this city 
who has been catching 
for the 
Cole Camp team 
composed the 
other half of the battery for Sed­ 
alia. 
The locals scoured ten clean 
wallops off Galomore’s, who was 
on the mound for Fayette. 
Tho 
players made the trip: 
ans 1st B.. Kirchoffer 
2nd B., Paxton S. S., Ehert 3rd B., 
Farrell L. F., 
W orkman C. F., 
H ays Ti. F.. Wooden, C., Dillard P., 
and Falls utility. 


W H E A T A N D T IM O T H Y S E E D 


Recleaned. 
Fultz 
seed 
wheat 
and timothy 
seed. 
Bell 
6156F14. 
Charles Danforth. 


Have Your Car W ashed at M illard'* 
Seventh and Ohio. 
Best service. 


Plastering or Patch Plastering- 
Call Bell 2537. 


O R D E R S D E S M O IN E S C A R S 
O P E R A T E D D U R IN G F A IR 


SECOND 
HAND 
GOOD: 


Bought and sold. 
Bee J. J. R eeve 
Now 
Located, 
HO W est Main 
St. Bell 426; Home 411. 


Des Moines, Iowa, 
Aug. 
25.— 


Judge Martin J. Wade today signed 
an order for the 
resumption 
of 
street car service in Des Moines for 
the period of the State Fair, which 
begins today and continues for one 
week. 
He acted upon the request 
01 the State Fair board. The board 
will be required to put up a b o n d 


to indemnity the street 
car com­ 
pany for any loss 
during 
the 
week. 


W A N T E D 


1500 boys and girls, ages IO 
to 16 years for street parade to 
advertise the opening of Allen’s 
Outlet Store, 110 W est Second 
St. 
Apply at once 
to 
Allen’s 
Outlet Store, HO W est Second. 


ASPIRIN 


Name “Bayer” on Genuine 


Kodakers Attention—We spare nei­ 
ther time or money 
to 
help our 
customers make 
better 
pictures. 
Sterns’ Studio, 111 So. Ohio. 
The 
home of better kodak finishing. 


on 


LOEWER’S 
! 
For your Cleaning, Pressing and Dye­ 
ing of Men’s and Ladies’ wearing apparel. 
Men’s Suits Pressed 50c 
Ladies’ Suits Pressed 75c 
Hats Cleaned and Blocked 
Suits made over for Men and Women 
Repairing and Alterations of all kinds. 


Goods called for and delivered. 
Both Phones 1*1. 
Estab. 1SS9 


LITTLE GIRL CONFESSES 
i 
TO NUMEROUS THEFTS 


Chicago, 
Aug. 
26.—When 
red I 
headed, bare footed 
little 
H attie ! 


N O W IS T H E T IM E 


to treat your guests with a 


choice cut of 
prime 
beef 


raised 
and 
fed 
in 


county. 
There is none bet 


ter. 


Kasorski, bouncing up and down on 
the fatherly knee of old Capt. P at­ 
rick Harding of the Shakespeare 
avenue-police station, had complet­ 
ed her story the mystery of twenty- 
five daring and ultra skillful bur­ 
glaries that have been mystifying 
the police here 
for 
months was 
solved. 
“Oh, sure, me and Joe did ’em 
all.” said the 11-year-old girl, hook­ 
ing a big toe into Captain H ard­ 
ing’s trouser leg. 
“Sometimes I was outside watch­ 
ing for coppers and sometimes I 
went down the rope from the roof 
while Joe hold it. 
Yes, 
we 
go* 
watches and diamond rings and b ;- 
cycles and clothes, and ever’thing. 
j 
The “Joe” of H attie’s tole is her 
P ettis brother. 14. 
Bare footed and red 
headed, too, he was not so boast­ 
ful as the proud little Hattie. 
But 
he corroborated her story and ( ap- 
tain Harding called in a squad of 
his best 
policemen 
to tell them 
that they need look no longer for 
the slick pair of raffles who have 
been running them ragged for two 
months. 
0 
The two children 
were 
caught 
while robbing a department store 
on the north side. 


A m erican Leg! 
®ooccoccco6ooooocococcc 


Of all the fruit that grows in the j 
Imperial valley of California, a eoiisid- i 
erable portion is planted and tended 1 
by disabled veterans of the World j 
war. 
While receiving $100 monthly » 
compensation from the government, j 
the men are placed on tracts of hind ! 
by tin* federal board of vocational ed- \ 
ucatioii aud are assisted in getting out * 
their crops*, 
it. T. Fisher, assistant 
national director of Hie government’s 
rehabilitation work, recently compli­ 
mented the California department of 
the American Legion for safeguarding 
the interests of tile veterans who are 
winning their way buck to health aud 
usefulness in the fruit-growing project. 
* 
# 
• 
TTie aid of women’s clubs of the 
West Iii the interest of a coast to coast 
Victory Memorial highway will be so­ 
licited by Capitol post of the Ameri­ 
can Legion in Topeka, Kun.r with 
which the plan originated. 
The To­ 
peka Woman’s club will place the re­ 
quest for co operation before Hie com­ 
ing convention of the state federation 
of women’s organizations. 
Integral 
highways now' In use would be hard- 
surfaced by the government. 
Bronze 
memorial iigures of Amer'can soldiers 
in full equipment anti with rides at 
“present arm s” would murk all state 
boundaries. 
• 
• 
• 
Another move to Induce the United' 
States government to force the release 
by tile Bolshevik! of Capt. Emmet Kil­ 
patrick, Uniontown, Ala., has originat­ 
ed with the department of Poland of 
the American legion. 
Latest reports 
declare that the American, confined in 
a Moscow prison, is in a deplorable 
condition from brutality and terror. 
Captain Kilpatrick, a Red Cross work­ 
er, was captured in Crimea. 


HONOR MEN TO ATTEND 
LEGION CONVENTION 


It's criminal to tane a chance on 
any substitute for “Bayer Tablets 
of Aspirin.” 
Unless you see 
the 
name “Bayer,” on package or 
on 
tablets you are not getting genuine 
Aspirin prescribed by 
physicians 
for twenty-one years and 
proved 
safe by millions. 
Take 
Aspirin 
only as told in the Bayer package 
for Colds, 
Headache, 
Neuralgia, 
Rheumatism, Earache, Toothache, 
lumbago and for Pain. 
Handy tin 
boxes of twelve tablets cost few 
cents. 
Druggists also sell larger 
packages. 
Aspirin 
is the 
trade 
la rk of 
Bayer 
Manufacture 
of 
tionoaceticacidester of 
Salisylica 
dd. 
Advertisement 


FOR SA L E -W ill 
sell 
at a bar­ 
gain my Aero 8 Cole roadster, 
just as good 
as 
new. 
Condition 
of car absolutely 
guaranteed. F. 
F. Hatton. 


W ashed and Oiled—Your 
car 
will 
look and run 
fine 
after Mlnard 
is 
through with it. Seventh 
and Ohio. 
Service guaranteed. 


Your Car Oiled Properly at M lnard' 
7th and Ohio. 
Service guaranteed. 


Kansas City, Mo.. Aug. 26.—Mis­ 
souri will be well represented in 
the 
gathering 
of Congressional 
Medal of Honor Men, who will be 
guests of the third annual national 
convention of the American Leg­ 
ion in Kansas City, October 
31, 
November I and 2. 
Among the twenty-five 
accept- 
| ances of the convention’s invita- 
: tion to the honor men are those 


i of M. Waldo Hatler, Kansas City, 
| Arthur J. Forrest, Hannibal, and 
j John L. Barkley, Blairstown. 
There are fifty-five survivors of 
I the World W ar who possess the 


I Congressional 
Medal 
of Hollo*, 
I the highest award 
for bravery. 
I The medal is awarded “for con- 
I spicuous gallentry and intrepidly 


j above and beyond the call of duty 


j in action with the enemy.” 
The 


I government awarded the congress- 


i ional medal to seventy-eight Yet­ 
i' erans for bravery in the 
wrorid 


I war. 
The heroes will have their e:* 
penses paid from the time they 
leave home until 
they 
return. 
They will be placed in promience 
in the events of the convention. 
They will dedicate the drinking 
fountains given bv the city as a 
memorial to the American Legion. 
When the convention parade pas­ 
ses the reviewing stand 
before 
the 
distinguished 
convention 
guests and American Legion nat­ 
ional officers, it will be headed by 
the Congressional Medal of Honor 
men. 


r 


Fine with Fruit 


Try JERSEY Corn Flakes 
w ith berries — a combination 
unmatched for mouth-watering* 
deliciousness. 
J E R S E Y S 
Original Ohio A (Porn Ola Aq. 
HANVYAOVUD VY 
/ 
Jersey Cereal Food Ga 
O U M . PINNA 
- 
MUMAU KES, WTS 
'ins 


AUSU 


Armor Always In Use. 
Men have used armor of some kind 
since the days of earliest record. 
Even 
more striking is the resem­ 
blance of modem armor to the armor of 
early design. 
Except in withstanding 
severe ballistic tests, neither our mod­ 
ern plate nor our padded armor seems 
to be much Improved. 
Tile helmet 
and corselet of today are In many re­ 
spects strikingly similar to those of 
early times. 


L A Y T O N M A D E D IR E C T O R O F 
B IL L IA R D A S S O C IA T IO N 


FOR TRUCK HAULING 
F. D E T M E R , B E L L 1809J. 


Shaft for Hero Dead. 
An obelisk of granite seventy feet 
high Is to be erected in Denmark as a 
memorial to the many thousands of 
Am erican and allied soldiers of Danish 
descent who died in the World war. 
It has been estimated that about 30,* 
OOO men of Danish blood fought in 
the American armies In France and 
that about 20.000 Danes fought In the j g, 
Canadian. 
Australian, 
British 
and 
French armies. 


Upon cacLl 
problem that 
our profession 
presents to 
us coe bring 
to beAr 
Store oy 
e*.ctuaJ 
experience 
..n o u L ,, , 
thoughtful 
studg that . 
I qualities us ^ 
f 
to seroe^- ~ 
I ST A L E Y 
SA F U N E R A L HOMEL 
% -A m bulance S e r v ic e 
io g W . 7 til.-S t. 
P h o n e ? ---------2 3 1 


— 
r n 


Johnny “Red” Layton, champion 
three cushion 
billiardist 
of 
tho 
United States, who is residing 
in 
Sedalia and playing each afternoon 
and evening at the Smoke 
House, 
has been appointed 
a 
member of 
the board of directors of the Na­ 
tional Billiard association. 
This board is composed of eight 
directors and Mr. Layton will rep­ 
resent American 
professional bil­ 
liard play el's. 


Stom ach Trouble. 


There are many who should bo 
: greatly encouraged to know that 
stomach 
troubles can be cured. 
Mrs. T. E. IIullingA r, 
Mansfeld, 
Ohio was sick for throe months 
with stomach trouble and const ipa- 
j Hon. * he saw Cham berlain’s Tcb- 
lets advertised and decided to try 
; them. Let her tell it. “The first 
i dose did me more good than all of 
j the 
medicine I had 
previously 


j taken and by taking two bottles of 
the tablets I was positively cured” 
Advertisement 


THE SEDALIA MARKET 
A C00D place to buy GOOD meat 
PHONES 495 
112 EAST THIRD ST. 
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DUST YOUR CLOTHING 
BRUSH THEM— 


Don’t Permit Them To Lay Without 
Giving Them A tten tio n .................... 
THE BEST DECISION would be to let us 
CLEAN AND PRESS 
Your Suits, Coats and Skirts 


It is essential that your garm ents receive quick and careful 
attention. The oily dust and dirt will ruin the fabric if it is per­ 
mitted to remain in them and the life of the garment will be 
shortened if every particle of dirt is not removed. 
We Guarantee To Clean Your Clothing Thor­ 
oughly and Press Them Perfectly— 


We Give Surety Coupons With All Orders Of Dry Cleaning 
and Hats. 


Send Us The Family Wash 
Dom-Cloney Laundry Co. 


Stop Our Driver or Call one-two-six— Branch Office 617 S. Ohio 


Personals. 


FOR COMFORTABLE, CORRECT VISION 
GLASSES SEE US 
BENDIS JEWELRY & OPTICAL CO. 


K“l-Ly—waiNariuLu 
" • M I ANC T U M I 


j . 
M CK ISSO N MOTOR OO. 


Constable A. M. Hampton 
went! 
.to Leeton today on business. 
Miss \ i\ian \alkenburg had her! 
| tonsils removed at St. Mary's hog- i 
I*pital this morning. 


i 
Miss Florence Sutherland of the 
j suit departm ent of the Bondi store, 
is enjoying a two weeks’ v acatio n / 
I 
Mrs. C. E. Pike of Kansas City is 


j the guest of her parents, Mr. and 
j Mrs. Joe Elliott of near Hughes- 
5 Ville. 
Miss Clare Taylor of 916 South 
j Harrison avenue, left Fiiday morn- 
j ing for a visit with Miss Margaret 
I Scott at Houstonia. 
| 
H. Keullmer of the Terry apart-1 
I meat is reported as quite ill at the ' 
General hospital. 
Mr. Keullmer is 
an employe of the Guerrant Grocer 
Company. 
Miss Catherine Cadie of St. Louis 
is the guest of Miss Loreta Byard 
of 413 West 
Fourth 
street, and 
Miss Philomeme 
Krause 
of 611 
West Third street. 
Miss Emma Fries of Kansas City 
who has 
been the 
guest of her 
grandmother, Mrs. Fred Scheer of 
816 W est Third street, returned to 
her home Friday afternoon. 


A. A. GRIMES’ STORES CO. 


~ 
6 y 
Ik* 
Saturday Special 


White Table Covers, 54x54-in., made of high 
grade novelty cloth $1.00 
Items Listed Below are other exceptional bar­ 
gains at their regular prices. 
Pure Aluminum Double Boilers................. $1.00 
Pure Aluminum Roasters 
.................$1.00 
Pure Aluminum Kettles, 8 qt. size 
$1.00 
Pure Aluminum Percolators...................... $1.00 


Palmolive Soap, b ar........... 8c 
Creme Oil Soap, b a r........... Sc 
Toilet Soap, bar ..................4c 
Double Hair N ets............... 10c 
Elona Hair N ets....................8c 
Wearwell Hair N ets........... 8c 
Ladies Union Suits, $1 
values ................................39c 
Cotton Batting ....................12c 


School Tablets, la rg e .... 10c 
Lead Pencils, 5 for............... 5c 
Dinner P a lls ....20c and 25c 
Chewing Gum ........... 2 for 5c 
Ladies Bungalow Aprons 89c 
Ladies Pure Silk H o se..98c 
Ladies Cotton H ose 
10c. 
Men’s Blue Work Shirts 59c 


WE SAVE YOU MONEY 
A. A. GRIMES’ STORES CO. 
208 South Ohio St. 


AVOID 
IRONING 
THESE WARM 
DAYS 
Try Our 
Family Finish 
Everything Ironed 
Ready-to -Wear 
Over Three Hundred 
Satisfied Customers 
Now. 
* Can 126. 
Dom-Cloney 
Laundry Co. 
Branch Office 61*. 
South Ohio. 


We 
give 
Surety, 
Coupons 
with all orders. 
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ROOSEVELT HEADS PLAN TO 


HONOR WOODROW WILSON 


Franklin D. Roosevelt is nation- 
4 chairman •£ a nation-wide move* 
Ideals of 
Woodrow Wilson through the es­ 
tablishment of the Woodrow Wilson 
Foundation. 
In the fall all citizens will he 
given an opportunity to subscribe 
to a permanent fund for the Foun­ 
dation, the income from which will 
be used according to the following 
terms: “The Award or Awards 
from the income of the Foundation 
will be made from time to time by 


The Last Call 


EXTRA SPECIAL SALE 


now on in o u r “ B arg a in Basem ent 
99 


A big assortment of styles 
in Women’s Pumps and 
Oxfords—Broken sizes — 
“Clean up” Prices now 
$1.45 to $3.95 a pair. The 
best values ever offered. 


Ladies — See these 
new models in Ox- 
fords-black or brown 
with low or military 
heels 
Imitation 
Brogues. Fine qual­ 
ity — snappy lasts — 
$6.50 to $8.00 values— 
Now $4.45. 
In our Bargain Base­ 
ment. 


Boys’ 
Good 
Solid 
Shoes—nifty styles— 
now on special sale at 
only $1.69 to $3.45. 
Men’s Shoes in good 
quality and stylish 
patterns—Extra Val­ 
ues now7 $2.45 to $4.45 


Get the habit—Buy here and save dollars on 
your shoe bills. 


Mrs. O. D. Hudspeth and chil- iC T T . 
nations 
dren, Virginia and William of r iii KSP-60* 
P«n>etuate the 
Bons. Kansas, arrived Thursday .W 
A visit with her parents, Mr. svtyl 
Mrs. William Tongate of 814 West 
Fourth street. 
J. T. McCollough, who 
for the 
past few weeks has been a deputy 
under Constable A. 
M. 
Hampton, 
left this morning for a visit 
with 
relatives in Portland, where he ex­ 
pects to locate. 
Miss Janet McLachlan 
p f 
517 
South Hancock avenue 
left 
this 
morning 
for 
Denver, 
Colorado 
where she will enjoy a two weeks’ 
vacation visit with relatives 
and 
frieffQs. 
Mrs. 
R. A. Miller of Guymon, 
Okla., w'ho has been visiting her 
daughter, Mrs. R. A. Potter and 
I family of 512 South Carr avenue, 
for the past two months, departed 
for her home Friday. 
G. A. McCullough will leave to­ 
morrow for Portland, Ore., where 
he will visit relatives. 
Enroute lie 
will stop in Harlowston, 
Mont., 
for a visit with his sister whom 
he has not seen for twenty-fivt 
years. 
Miss Helen Gold, daughter of Mr. 
and Mrs. Fred Gold of 233 South 
Missouri avenue, has returned to 
Columbia, Mo., after a sufhmer va­ 
cation visit with her parents, to re­ 
sume her studies at the University 
of Missouri. 
Miss Josephine Slaton and sister 
Miss Ola 
of 
500 
W est 
Fourth 
street, will leave Monday for Co 
lumbia, Mo., where Miss O la wil’ 
resume her studiesat the Universi­ 
ty of Missouri. 
The Misses Slaton 
will occupy ail apartm ent at 406 
Vesser avenue. 
Jack McLaughlin, son of Mr. and 
Mrs. 
John 
McLaughlin 
of West 
Sixth street, and Willard Dean, son 
of Mr. and Mrs. D. H. Dean, West 
Broadway, are among the Sedalia 
students who will enter the Uni­ 
versity of Missouri 
at 
Columbia 
this year. The former has been at­ 
tending Staunton Preparatory Col­ 
lege, Staunton, W est Va. 


E N d W O v > - 


And Don’t Forget 
A full 6 mo. 
Subscription to 
The 
American Boy 
—goes with each suit 
or O’coat purchased. 
Every boy 
should 
read this wonderful 
magazine. Get a copy 
of the September is­ 
sue with a dollar pur­ 
chase. 


How Many “Reasons” Have You 
For getting acquainted with our 
Big “Boys Store” 


Every Boy in your family is a Reason, and we’ll add others—quality— 
value—service—style and price. 
We’re glad to have the Boys stop in alone. Glad to show them around.” 
Let them buy for themselves, anything they choose goes out subject to 
your approval. 
We are proud to again show 


i this wonderful line of 
Xtragood Clothes 


And every Boy in town will be proud to wear 
such clothes—“you can find no better any-, 
where.” They fit—and stay fit—They’re tail­ 
ored to perfection—snappy styles. Something 
different than just ordinary clothes—Come in 
and see them for yourself. 


Cithers 8.50 to 10.00 
Priced No Higher Than Others 
Two Pant Suits 11.50 14.50 16.50 to 22.50 


C L O T H E S FOR MEN A W O M E N 


APPOINTMENTS MADE 
BY THE PRISON BOARD 


206 
S. Ohio 
QUINN BROS. 
206 
S. Ohio 


BUB 


100% 
Plus Solvent 
The Strongest And 
Best Home Protec­ 
tion In The World 
Sovereign 
Camp 
Woodmen 
of the 
World 


Insurance at Cost 
Society 
BE NOT DECEIVED 
by promise of some­ 
thing for 
nothing. 
When you pay ade­ 
quate 
rates, your 
beneficiary won’t be 
disappointed. 
Special Features: 
Life Insurance at 
Cost 
Paid-up Insurance 
Cash Withdrawal 
Total Disability 
under age sixty 
Double Payment 
for specific accidental death 
Share in Refunds 
Monument 
if desired 
Call or write 
ClaudeManlove 
State Manager 
Room 213 lngenfritz 
Building. 


I 
I 


F R A N K L IN D. R O O S E V E L T 


a nationally constituted committee 
to the individual or group that bas 
rendered, within a specific period, 
meritorious service to democracy, 
public welfare, liberal thought or 
peace through justice.” 
The organization for establishing 
the Foundation will have repre­ 
sentation in every state and touch 
every community. 
Among present 
members of the national executive 
committee are Cleveland H. Dodge, 
chairman; Frank I. Cobb, Stephen 
P. Duggan, Mrs. J. Malcolm Forbes, 
Edwin F. Gay, Mrs. J. Borden Har­ 
riman, Pal wa rd M. House, Frederick 
Lynch, Henry Morgeuthau, Adolph 
S. Ochs, Frank L. Polk, Miss Vir­ 
ginia Potter, Mrs. Charles S. Si­ 
monson, Mrs. Charles L Tiffany, 
Mrs. II. Otto Wittpenn. 
Contributions are being received 
at 150 Nassau Street, New York 
City. 
Hamilton Holt, editor of the 
Independent, is in active charge of 
the work 


KODAK GIVEN FR EE 


Bee our window display for par* 
ticulars. 
Day and Might Studio, 
307 South Ohio, Reliable Kodak Fin­ 
ishers. 


Jefferson City, Aug. 26.—The ap­ 
pointment of twelve republicans to 
take positions at the state prison 
now occupied by democrats was an­ 
nounced this 
week 
by the state 
prison board. 
The 
new 
appoint­ 
ments include the assistant chief 
clerk to the board, secretary to the 
parole 
commissioner, 
foreman of 
industries and nine guards. 
The new* 
appointments 
are as 
follows: 
Assistant chief clerk to 
the prison board. Carl Freeman, St. 
Louis; secretary to the parole com­ 
missioner, Mrs. Mary Davis, Jeffer­ 
son City; 
foreman of industries, 
Peter 
Johnson, 
Jefferson 
City; 
guards. Max Stubblefield, Caruth­ 
ersville; Elmer Mullins, Lancaster; 
Andrew Welch, Trenton; 
James 
Braden, Green City, Spencer Mor­ 
rison, Ava; Thomas Harrison, Jef­ 
ferson City; W. H. Bailey, Kansas 
City; J. F. Little, Holland; Joseph 
F. Heinrick, Jefferson City. 
The new appointees will assume 
their duties in September, accord­ 
ing to prison board authorities. 
It 
was also stated that one of those 
appointed guards would be elected 
as night yard master soon after the 
new guards take 
their 
positions. 
The office of chief clerk carries 
with it a salary of $1,800 a year, 
that of secretary to the parole com­ 
missioner 
$1,500, 
and 
guards, 
$1,350. 


NIGHT 
FOR THE UNEMPLOYED 


school work, a great number in ele­ 
mentary school work and a few in 
college work. 
. Many different courses are offer­ 
ed at the night schools and practi­ 
cal trade courses are specialized. 
The night 
school 
classes meet 
for one hour, three nights a week. 


WANTED—Sewing 
machine 
opera­ 
tors. Lamy Mfg. Co. 


Florence Thomas 
Hair Shop 
'Pasta” Treatment ...................$1.00 
Shampoo prices, 60c, 65c, 75c, 65c 
and $1.00, according to length and 
weight of hair. 
Make Your Appointments. 
BELL 49i 
S16% BO. OHIC 


SCHOOL CHILDREN HANDICAPPED 


Many boys and girls advance slowly - 
their school work 
because of poor eyesight, who would be Wight- pupils if they 
had good eyesight. 


Properly fitted glasses give these boys and girls an equal 
chance with their schoolmates. 


Every parent should feel obligated to see that the child’s 
eyes are not serving as a handicap. Our optical room is equip­ 
ped with the very best instruments and we are prepared to 
render you the best service. 


Ormond & Klueber Optical Co. 


Sedalia, Missouri 
120 East 3rd 


W A N T E D 


1500 boys and girls, ages IO 
to 16 years for street parade to 
advertise the opening of Allen’s 
Outlet Store, HO West Second 
St. Apply at once to Allen’s 
Outlet Store, HO W est Second. 


I 


STATE TEACHERS 
COLLEGE 


Warrensburg, Missouri 


1. Enrolled 
1497 
students 
during the quarter just end­ 
ed. 
2. Granted 495 certificates 
and degrees during the year. 


3. Offers four years of high 
school work w ith a certifi­ 
cate to teach. 


4. Offers four years of col­ 


l e g e work with the degrees 
A. B.. B. S., or B. S. in Educa­ 
tion. 
5. Expenses are 
light, in­ 
struction 
is 
superior, 
posi­ 
tions assured. 


6. W rite for a catalog and 
plan to do your college w-ork 
near home and your gradu­ 
ate work at a university. 
E. L. Hendricks 


President. 


Kansas City, Aug. 26.—The un­ 
employed in Kansas City this fall 
and winter will have a chance to 
better themselves and prepare for 
a good job when the employment 
situation becomes normal, accord­ 
ing to the local school board. 
Practical courses are offered at 
night schools and, according to the 
members of the school board, the 
local schools are prepared to take 
care of all persons w'ho apply for 
schooling in any of the subjects of­ 
fered this year. 
There are now twenty-five thou­ 
sand unemployed, the majority of 
whom are unskilled, in 
Kansas 
City, according to the local office 
of the Missouri bureau of labor. 
Enrollment In the night schools 
last year was 
only 
about 5,000. 
Most of these are enrolled in high 


STILL HERE 


Making key*, file u n 
lharpen lawn mower*, 
repair umbrella*,sewing 
machine*, tuna, plato!*, 
recharge 
and repair 
storage batterie* 


Willard Battery 
Station 


Til Ohio 


GEORGI 9, CONUS 


When You Buy an Elec­ 
tric Geaner You Want 
The Best on the Market 


That’s why we recommend and sell only the Hoover Suction 
Sweeper. The Hoover lifts the rug gently from the floor and 
shakes loose the imbedded sand and grit and at the same time 
gives your rug or carpet a thorough sweeping. 


It Sweeps as it Beats as it Suction Cleans 
and is the largest selling cleaner in the 
world. There are 1,250 satisfied users in 
Sedalia. 


The Hoover Suction Sweeper is guaranteed to prolong the life of 
a carpet or rug. Note the word “guarantee” and see how it 
brands the report that a Hoover is injurious. We will give you 
the names of prominent people who have used the Hoover for 
years, again disproving the report that a Hoover is injurious to 
your rugs and carpets. The Hoover carries a guarantee that in­ 
sures you against any defect, and we carry a Hoover Service that 
is always at your command. 


Your Neighbor Owns One—Why Not You? 
It will cost you nothing to see the Hoover 
before buying. Phone us for a free demon­ 
stration tomorrow. 


City Light & Traction Co. 


PHONES 770. 


I 


12164289 
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HEALTH r 
WORKING GIRLS 


Those Who Suffer auld Are 
Unable to Work Need 
Helpful Suggestions 


Springfield, III.—"I had periodic 
trouble with weakness, cramps and 
backache and I 
could not work. 
A neighbor rec­ 
ommended 
your 
medicine 
and I 
took four bottles 
of Lydia E. Pink- 
ham’s Vegetable 
Compound. 


MANY WOMEN 
ARE IN CHARGE OF 
MISSOORI FARMS 


THE SEDALIA DEMOCRAT, FRIDAY. ATTfilTST 2«, 1921 


SKIN TROUBLES 


your medicine to 
_ 
I my f r i e n d s . ” — 
A^na RIMKUS. R. R. No. 8, Spring- 


V\ hy will girls continue to suffer 
month rn and month out as MissRim- 
Irus did when case after case is related 
where Lydia E. Pink ham’s Vegetable 
I impound hau removed the cause of 
the trouble and brought good health. 
I or more than forty vears this old 


(By A. T. Edmonston) 
Jeferson City, Aug. 26.— * Women 
in Agriculture in Missouri as Farm 
Owners, Managers or Tenants,” is 
the subject of an int err sting bulle­ 
tin released tor publication today 
by Commissioner William H. Lewis 
o- the state bureau of labor statis­ 
tics, which reveals that 8.798 larms 
ot tile 262,004 in the state are suc- 
cesstully controlled and supervised 
bv the sex, not 
considering 
the 
who, as 
farmer's wives, daughters, or rela­ 
tives otherwise, assist directly and 
indirectly in managing and tilling 
man owned 
farms and 
through 
their efforts making 
the 
venture 
profit able when normal conditions 
prevail. 
That the women 
thus 
engaged 
have a man's size task to continual­ 
ly look after is 
indicated bv the 


now'Strong ^nd l !l‘?USat*ds..!° f 
species 
Weldable to work, 
and 
recommend 


or tenanted by 
women 
farmers, 
who not alone 
successfully 
culti­ 
vate high-priced 
city 
lands 
but 
j produce crops as bountifully 
and 
may Defy Lei lens and Ointments (marketable as those of their broth 
Eczema, tetter and similar !er tarmers or the>' 
would not be 
affections should bo treated 
thus engaged in such costly envir- 
through the blood. 
Outside 
onmcnts. 
Other Missouri counties with 
a 
hundred or over farms either owrn- 
ed, managed or tenanted by wom­ 
en are: Barry, Callaway, Cape Gir­ 
ardeau, Cass, Chariton, Henry, Jas­ 
per, Jefefrson, Lafayette, 
Lincoln, 
Macon, Nodaway, Pettis, Pike, St. 
Clair, Stoddard, Texas and Wright. 
Three .Missouri counties, Gentry, 
Ballas and Dent are officially 
on 
record as having no 
farms solely 
j owned, managed 
or 
tenanted by 
women. 
I 
Women Farmers, Pettis County 


I 
The 102 farms of Pettis bounty 
which are either owned, managed 
or tenanted by women, represent 
I an approximated total valuation of 
$876,702. 
The total 
area of the 


applications offer only tem po­ 
rary relief. The thing to use is 
S. S. S.—tho standard blood 
purifier, w hich has success­ 
fully relieved such troubles for 
over 60 years. 
For Special Booklet or for indi­ 
vidual advice, w ith o u t charge, 
" rJ** 
Chief M edical 
Advisor’, 
S.S.S.C o.,D ep’t 431, A tlanta, G a. 
G et S. S. S. At y o u r druggist 
SSS. 
Standard for Over SO Yean 


608 are owned by women. 
The av­ 
erage size of each such farm 
in 
100.6 acres, with an average 
of 
67.1 acres improved and each hold- !*dn^ contained in these tarms, bas­ 
ing averaging a worth ot $8,486. 
^be average per tanri of this 
r- 
. • * 
A .. ... 
. 
character which prevails 
over the 
Feminine 
Activities 
Increase 
Worth 
Facts 


entire state, is 10,210 acres. 


made plain by the bureau 
fact that the larms possessed, man- of labor research work into tile sub­ 


age 
fashioned root and herb medicine has Hged "I tenanted by the sex 
been the standard remedy for such 
ailments, and has the record of having 
restored more suffering women to 
be aith than any other medicine. 
If there is any complication about 
your condition you do not understand 
write Lydia E. Pinkham Medicine 
Lo., Lynn, Mass., about your health. 


CHURCH CONFERENCE TO 
BE HELD IN ST. LOUIS 


WHITE WITH LEMON 
aver- ject which was conducted by Super- I 
100.1 acres each as compared visor of Statistics A. T. Edmonston J 
to the average of 182.3 acres 
lor and divulged in the bulletin 
ate! 
______ 
each farm in the state owned 
or, that Missouri 
farms managed by j Squeeze the juice of 
two lemon* 
suuem sed by the other sex. In all I women have 
a greater 
average j into a bottle containing three oun- 
880,010 acres make up the Missou- worth by $7,210 than those which b e s of Orchard White, which 
any 
ne owned by that 
sex, 
and also j drug store will supply for a few 


Private Sale— Household 
Goods 
Furnishings for seven rooms in­ 
cluding a piano; will sell all or by lands, natural pastures, 
piece or suites, owner leaving city. 
Apply 724 West Fourth. 


ri farms exclusively under 
femin­ 
ine direction, this extensive prop- that each so directed approximates j cents, shake well, and you have a 
erty with all oi the holdings 
on ; $3,943 more in worth that the av- 
the same having a present totallerage value for those 
solely under 
value 01 $75,626,327. Of these land the control of men, which average 
holdings 686.966 acres are improv- worth is $11,752. 
This condition 
ed, leaving 93,644 acres 
in wood- 
warrants the assertion that Missou- 
or other- ii larms managed 
by women are 


RESULTS OF GAMES IN 
BIG LEAGUES TH U R S D A Y 


Y 
American League. 
St. Louis, 7; Boston, 2. 
Cleveland, 15; New York, I. 
Chicago, 13; Philadelphia, 6. 
Washington, 9; Detroit,. I. 


National League. 
St. Louis, 4; Boston, 2. 
New York, 5; Pittsburgh, 2. 
Cincinnati, 3; Philadelphia. I. 
Brooklyn, 3; Chicago, 2. 


wise unimproved. 
The 
average 
value of each Missouri farm and all 
improvements either owned, 
man­ 
aged or tenanted by women is $8,- 
596, as compared to $11,752 
for 
those solely under masculine con­ 
trol. 
Women Management Profitable 
Of the 8,798 Missouri farms con- 


more profitable and therefore more 
valuable than those under any oth­ 
er form of tenure. 
Women in 
Agriculture, St. 
Louis 
City 
Poll: county which is south of the 
Missouri river in the central wes­ 
tern foothills of the 
Ozark 
uplift 
has the honor of leading all 
Mis- 


quarter pint of harmless and 
de­ 
lightful 
lemon 
bleach. 
Massage 
this sweetly fragrant 
lotion 
into 
the face, neck, arms 
and 
hands 
each day, then shortly 
note 
the 
I beauty and whiteness of your skin. 
I 
Famous stage beauties use this 
i lemon lotion to bleach and bring 
; that soft, clear, rosy-white complex- 
i ion .also as a f reckle, sunburn and 
tan bleach because It doesn’t irri­ 
tate. 
Advertisement 


Doctors Recommend 
Bon-0pto for the Eyes 
Physicians and eye specialists pre­ 
sen ts Bon-Opto as a safe home remedy 
in the treatment of eye troubles and tc 
Strengthen eyesight. Sold under money 
refund guarantee by all druggists. 


Everything: Musical 
Pianos, Phonographs, Colum­ 
bia Records, O. R. S. Player 
Rolls, 
String 
instruments, 
Saxophones, Cornets, Sheet 
Music, Strings, etc., at 
Malone’s Music Shop 
Bell 324 


trolled by women, thirty-three with souri counties for women in agri-t 
an aggregate acreage of 3,018 and culture through having 
150 farms! 
worth. w’ith all improvements, 
a either owned, managed or tenanted I 
total of $517,925, w’ere entirely un- by the sex, w ith 
Saline 
county | 
der feminine management with the I ranking second with 136 thus sup-* 
women thus employed making good ;ei vised, and Jackson. St. Louis and I 
or they would not be weighed down :Howell counties tied for third hon-! 
with the huge responsibility of sue- j ors with 135 each, 
cessfully supervising to a profitable I 
The city of St. 
Louis, officially 
point the cultivation of an average lei edited with having 
244 
farms 
of 91.5 acres each, worth $15,695. 
with its limits, has ' eight 
farms 
Missouri farms with women ten 
I which are either owned, managed 
ants either paying rent or a por- ‘ 
lion of the annual crops for 
the 
tenure, number 755 and contain a 
total of 72,981 acres 
with 
47,44S j 
acres in cultivation. 
The 
total 
worth of this property 
is 
$7,142,- j 
033. 
The average worth per farm 
I 
of 96.7 acres is $9,460. 
When the necessary subtractions 1 
are made it becomes plain 
that I 
fully 8,010 Missouri 
farms with a ' 
grand total worth 
of 
$67,966,369 ( 
and an 
acreage 
aggregating 804,- ; 


SPECIAL 
36 Pair Boys’ Outing 
Shoes 
$2.85 
Guaranteed all leather— 
see window. 
DEMAND SHOE SHOP 
Quality Shoe Repairing 
617 South Ohio 


fem 


hi 


New Location 
M.&S. Tire and 
Rubber Co. 
Southeast Corner 
7th & Ohio • 
Tire repairing, vul­ 
canizing. 
Complete 
stock 
of Goodrich 
fabric and Silvertown 
cord tires. 
It will 
ay you to see us be- 
ore buying or having 
tires repaired. 
We 
guarantee 
satisfac­ 
tion. 


Kemp 
Hieronymus 
Auctioneer 
(I sell everywhere) 
CEDARDALE 
STOCK FARM 
SEDALIA. MO. Bell 6182F12 


Closing Out Tires, Tubes And 
Accessories At Wholesale Cost 


Every Tire and Tube a first grade standard 
and Popular Brands. 
AJAX, MILLER, HORSE SHOE, LEE PUNC­ 
TURE PROOF AND CLEVELAND STAND­ 
ARD BOTH IN FABRICS AND CORDS. 
All fully guaranteed 5000 to 8000 Miles— 
All Sizes 28x3 to 35x5 
A SAVING OF FROM $3 TO $15 ON A TIRE— 
SALE ABSOLUTELY BONAFIED 
Call and see for yourself; get your size while 
stock is complete. 


H. Laupheimer 
301 W. Main 


'SMARTY 


SAFE! 


Don’t attempt to i*e- 
move coms bv meth- 
ods that lead to great­ 
er dangers. Stop that 
easy but dangerous 
habit of paring, cut­ 
ting or gouging out 
the corn and causing 
the foot to bleed. 


We r e c o m m e n d 
Mertz’s Sure Corn 
Remedy 
and 
our 
hygienic method of 
corn removal because 
it is safe and anti­ 
septic. 


13c Per Bottle 


c 
M 


Your clothes won’t cost 
you half as much lf with 
this shop you 
keep 
in 
touch 


You can cut down your 
clothes allowance without 
impairing your well dress­ 
ed appearance if we do 
your dry cleaning. 
We 
use skill and care and the 
latest methods. 
a 


ME- 


KIM-BELLS 
Chiro-Praetors 


804^ S. Ohio 
Over Kresge 
Store 
Office Hours 
IO to 12 
I to 5 
AND-------------- 
MAMMA 
East Side Office 1101^ East Fifth 
Residence Home Phone 590 
Residence Bell Phone 918 
6:30 ti rn 
SEDALIA. MOL 
CHIROPRACTIC 
THE BETT ER 
WAY TO HEALTH 


I 
I 


J. H. Mertz 
Co. 


Ohio 
Drug 


210 


SULLIVAN 
THE C LEA M E R THAT CLEANS 
Z IZ 
SO L A B I N E 
S T ­ 
RELL 6 5 
^ .tfC M E 9 7 


FOR EXCHANGE 
300 acre well improved farm, at ; 
city limits of good town in Pettis 
county, rock road to Sedalia, extra 
good 
land, 
owner 
wants to ex­ 
change for larger farm. 
8 room house, modern except 
heat, best of locations and an ex­ 
tra good house on the west side to 
trade 
a 
7 
room 
bungalow’ 
modern except heat, owner of these 
properties wants a good farm of 
from SO to IOO acres. 
95 acre farm. fair improvements, 
2 miles of Windsor, Mo., some good 
bottom laud on 
this 
place, good 
road to town, owner wants larger j 
farm, good city property or stock 
of goods. 
Tight money does not keep us 
from doing business, we are mat- , 
ing exchanges nearly every day, see j 
us if vou want to trade. 
GEO. A. MELTON & SON! 
REALTY CO. 
Over Smoke House. 
I 


i ftsr. 
T H E O L D E S T A N D L A 
I N C E N T R A L 
M I S s p U R I 


IN YEARS TO COME 


you may have occasion to refer to some particular money 


transaction, when perhaps the amount or the date of pay­ 


ment is questioned. 
Adopt the plan of depositing your 


money with this bank subject to 'check and you will have 


a written record for every dollar expended—a brief but 


reliable history of every transaction. 
We cordially invite 


deposits subject to check in any amount. Do not hesitate 


to open a small account—the large ones of today were 


the small ones of yesterday. 


DistriouioT — 
S. H. Belier Grocer Co., 
Mala and Massachusetts, t 
i 
Phones 94. 


Shonto Ben 75C 
THE UMBRELLA SHOP 
115 West Third SU 
We will call and get your lawn 
mower, sharpen and return same. 
We cover and repair nnbrellas, fix 
keys and repair locks, fcrlnd scis­ 
sors, knives, razors, razor blades, 
file saws and do general repairing. 
Q. P. WOLPERT, Manager 


DRESSMAKING 
Wanted by experienced 
dress­ 
makers. 614 W. 7th. Bell 2738W. 


St. Louis, 
Aug. 
26.—The 1921 
Missouri Congregational Conference I 
will be held in St. Louis, September 
26 and 28. 
A number of notable I 
Congressional ministers wrill have 
part in the program which has been j 
designed to follow’ 
the 
theme of 
“Congressional Deeds and Needs.” I 
This is the most important meeting j 
on the church calendar for this de-! 
nomination in Missouri. 
C. H. Kershmer of Kansas City is 
president of the conference and Dr. 1 
Alfred 
Ray 
Atwood of this city, 
superintendent. 
The principal ad­ 
dress will be by 
Dr. 
Charles F. 
Aked of Kansas City. He is sched­ 
uled to speak in favor of disarma­ 
ment. 
Dr. Oxera S. Davis of Chicago 
will take charge of the general dis­ 
cussion of various 
church 
topics j 
delivering two addresses during the | 
session of the conference. 
Allied I 
with the general assembly will be j 
a Sunday school teachers’ and su­ 
perintendents’ conference. 


Had Bilious Attacks. 
“Soc time ago I had Indigestion 
and frequent bilious attacks. 
I 
procure! a bottle of Chamberlain’s 
Tablets and was greatly surprised 
by the quick beefit I received from 
a few doses of th'in. One bottle 
cured me as I have not had any re­ 
turn of them” writes Mrs. Ella 
Wright Chillicothe, Mo. 
lf you 
have an ytrouble with your diges­ 
tion give these 
tai I etc a trial. 
They will do you good. 
Advertisement 


TRUCK FOR OUTINQ8 


Parties or 20 or more SO cents 
each to water works, 
Thatcher’s 
Ford or Lovers Leap. Menefees 
Phones 328. 


6% AND SAFETY—Six per cent Interest earned semi annually on lump 
sums of money, end '‘aminga not withdrawn become as principal and 
compound semi-annually. 
Principal withdrawable without discount. 
Our monies are loaned on first mortgage real estate security only 
FARM * HOME SAVINGS & LOAN ASS’N. OF MO. 
Established 1893 
Assets over l l Million Dollars 
W. H. YAN WAGNER & SON, Agent*. 
107 West Third S t 


Box Candy Sale (2 Days) 


We have a quantity of fresh Allegretti 
Chocolates, retail value $1.25, $1.35, $1.50 
per pound, which we will sell while it lasts 
at $1.00 per pound. 


This unusual offer includes fruit, nut, 
cream, maraschina, nougat, bitter sweet 
and soft centers. I, 2, 3 and 5 pound boxes. 


THE SMOKE HOUSE 
Sedalia’s Big Tobacco Store 
, . 


225-227 Ohio Street 


SCATTERED money is scattered energy. The 
nickels, dimes and quarters that slip through 
your fingers every day and bring nothing worth 
while in return, if put to a purpose will pave the 
way to financial independence. 


You can open an Interest Paying Savings Ac­ 
count at this bank. 


SEDALIA TRUST COMPANY 


“Home of Savings” 
Sedalia, Missouri 


“Dessert” Brand Flour 


QUALITY EXTRAORDINARY 
Milled from the best soft winter wheat to the 
highest possible standard of fluffy whiteness 
for 
PASTRIES, BISCUITS and 
LIGHT ROLLS 
The “Double Seal” Brand 


is milled to the same high standard from hard 
wheat and especially for bread. 


All Retail Grocers Sell and Guarantee Both 
Brands To Give Perfect Satisfaction. 


Sold in 12 lh., 24 lh. or 48 lh. sacks 


TRACTOR, 
s ' 


e n ry 


l o 
r d 
Was Right 
m 
i n 
HeiSaid' 
*The Tractor will enable the farmer to 
work fewer hours in the day, giving Nm 
more time to enjoy Ute. I believetthe&ac- 


t o r w ill make 
farming*sfctf 
be 
—tile most pleasant, ties moOth eatibfuU 
the most prolitable business on e a r t h ^ 
This tractor has done 
21 
in bringing true Mr. Ford’s prophecy; 
it is a machine which has harnessed 
the most dependable, efficient, adat 
economical sources of power in the work 
a machine that saves from thirty to fifty 
per cent of the farmer’s time— a machine 
which many farmers claim plows, harrows 
or drills as much ground in the same time 
as four, six or even eight horses. And more 
—a machine that takes care of every power 
job on the farm. 
Call and let's talk it over, or telephone or 
drop us a card and we will bring the facts to you* 
MEL T. HENDERSON 
FORDSON AGENT 
2nd & Moniteau 
Sedalia, Mo. 


Cohen ha* a New Truck. 
For hay lidos and picnic parties, 
the largest in the city. Call Phone 
1900.—Advertisement. 


E. N. HARRISON hauls tranks 
and baggage. Bota phones 213. 


T Y P E W R IT E R BARGAINS 
Typewriters, ail makes, for sale 
at from $15 to $110. Easy monthly 
payments if wanted. Write or call 
on us today. 
THOMAS BOOK & 
PRINTING SHOP, 111 East Second 
Street. 


fee ■ 
Little Banking Stories 


Four Ages in Business 
T 


(The Second) 


HE SECOND AGE in the business 
life of the successful man is when 
-he starts in business for himself 
k>r makes his first investment. 
It 
is 
the 
time 
when 
opportunity 
knocks and finds him ready. 


His banker often lends a hand at 
such a time, especially if he needs 
to borrow’ a part of the money for 
his first investment. 


This is the time, too, when a man 
needs a good checking account. He 
will find the service of the bank 
helpful in many ways and his bank­ 
er will take a keen interest in his 
plans. 


This age continues w’bile the young 
man is getting firmly established 
in business. 


Next w’eek we will talk 
about the third age in big­ 
ness. 


Sedalia National Bank 
MEMBER FEDERAL RESERVE SYSTEM 
SEDALIA, 
MISODRI 


ADMINISTRATION SALE 


The Dr. J. F. Robinson’s Estate, 5 Miles Northwest 
of Windsor, Mo., 


Tuesday, August 30,1921 


The following personal property: 
76 Head Durham Cattle 
44 Mules, all ages 
39 Horses, Draft and Harness 
4 Stallions 
20 Head Jacks and Jennets 
60 Head Stock Hogs 
Harness and Farm Implements of all kinds 


TERMS CASH. 


Jas. L. Robinson 
C. A. LOGAN, Administrator. 


THE GREATEST PROBLEM 


is economy iii public and private life. Few of us 


realize the tremendous power within our grasp 
if we hut use the most common sense rules in our 
expenditures. 


Why not start a savings account now? 


Conservative— Progressive. 


C A PITA L AND SURPLUS, $225,000.00 


Member Federal Reserve Bank 


M IR E AND GRMN MARKETS 


Market Quotations Furnished Daily 
By The Associated Press 


Kansas City Live Stock 


m ii ii !■"—-— 
TI 
THE SEDALIA DEMOCRAT, FRIDAY, AUGUST !>6. D21 
CLASSIFIED 


PAGE SEVEN 
feast 
A D V ER TISM EN TS. 
a 


I 
Kansas City, Aux. 
26.—Cattle_ 
I Receipts 600; 
market 
dull; 
best 
cows 
$4.75; 
others $'L25(u3.75; 
veal calves $6.50; stockers $4.00 to 
$5.00. 
Hogs—Receipts 2500; market un­ 
even; top $9.25; bulk, medium and 
h eav ies $8.00®9.2O; 
ch o ice 
p ig s lFOK REN T — 3 room apartm ent, close 
I 
"(ti® 8.75. 
; 
in- 
811- 


C A S H O N L Y 
Cash must accompany the order for all classified advertising. IT he amount involved it usually too (mall to justify aa 
oiiargw 
PRICES 
The price is 2c a word for one insertion; 4c a word for three insertions or 5c a word for a week of six insertion^ 
No “ad” taken for less than 25c. Subsequent insertions of same “ad” to be figured at regular rates, 


FOR RENT. 


St. Louis Live Stock 
East St. Louis, 111., 
Aug. 
26.— 


FOK RENT Room 
in all 
modern 
home. 
21 It W. 5th. 


Cattle—Receipts 1006; market 
n o i^ ^ k BEN r Modern furnished room,! 
native steers sold; veal calves $11.- 
west side’ Hel1 1620J* 
H o i I .db 
v 
I FOR REN T—Sleeping room, modern, 
Hogs—Receipts 
8000; 
market J 
close in. 
Bell 371. 
steady, top $9.80: bulk, light and, 
mediums $9.604x9.65; bulk heavies j 
$9.00@ 9.25. 
IGR RENT—4 unfurnished modern1 
rooms. 
509 W. 3rd. 
I 


FOR RENT—Furnished room for 2 
gentlemen. HO E. 6th. 
Kansas City Produce Market 
I j ,_ Kansas City. Aug. 26,-Butter - f o r RENT—Furnished 
Creamery Unchanged. 


I 
E ggs--Firsts 


house, 
west 1 


. _ 
MOVING AND HAULING 
Jvst Call Phone* 92— Bertman®. 
EXPERT KODAK FINISHERS 
Day and Night Studio. 307 Ohio. 


Unchanged. 


P I A N O T U N I N G — 1 
j P a p e r H a n g i n g — P a i n t i e r —** 
S. R. Payne. £61) 1241. {Call Wiley, Home Phone 220 


Kansas City Grain Market 
I 
Kansas 
City, 
Aug. 
26.—Cash 
'wheat unchanged to 4c lower. 


SPECIAL PHONOGRAPH SALE 
33 1-3 to 40 PER CENT OFF 
EASY TERMS IF DESIRED—15c A DAY PAYS 
FOR A PHONOGRAPH. 
RENOIS JEWELRY & OPTICAL CO. 


side, modern. 
Bell 1889. 


FOR REN T—5 rooms and bath, mod­ 
ern except heat. 
Bell 776. 


FOR 
REN T—Modern housekeeping j 
rooms, first floor. 
301 E. 5th. 


hard $1.14@1-18; No. 2 hard $112® jro tT iR K N T -s^ 
J 
• 
w . 
house, gentlem en only. 122 FL 7. 
1.20; No. I hard $1.27(&1.28; No. 2 
red $1.26. 
Corn—No. 2 white 
46c; 
No. ti 
white 45c; No. 2 yellow 48c; No. 3 I^ T H ^ O N T ^ 
yellow 4;>@46e; No. 2 mixed 44c. 
Oats 
No. 2 white 34c; No. 2 mix 


FOR REN T—One bed room kitchen­ 
ette, light and w ater. 
217 FL 6th. 


eeping room 
in m od­ 
ern home, steam heat. 
Bell 882W. 


CELEBRATION OVER 
— BUSINESS NEXT 


No. 44. 
7 room house, hot 
water heat, 
barn, 
hog and 
hen house, 
concrete 
floor. 
Work shop, brick floor. Gar­ 
age. 
Bored 
well 
of living 
water. 
5 acres of land, 20U 
fruit trees. . 
Owner going 
to 
California. 
Price $5,000. 
No. 
7. 
s 
room 
house, 
hardwood floors 
throughout. 
2 bath rooms. Close in. All in 
strictly first class condition. 
AN ELEGANT HOME. West 
side. 
Price $8,500. 
No. 28. 
7 room MODERN 
house, on West Fourth street. 
A 
non 
resident. 
On 
very 
easy terms. 
Price $5,500. 
No. 48. 
5 room cottage on 
South 
Harrison 
street. 
A 
non resident. 
MUST SELL. 
Price $1,600. 


FOR SALE. 


j F OIL SALE—Child's bed. 
Lam i ne. 
ISH 
South 


IFOR SALK—Household furniture. 
W. 3rd St. 


FOR SALE—Sliding sanitary couch j 
j 
Bell 2435 


FOR SALE—Rhode Island Red fryers. 
Call Bell 2673. 


fx rTITa l e ^ ^ 
Harrison. 
Bell 1158. 


MONEY 
TO LEND 
TIME. 
LONG 


—sit 
We Are Still Selling For Cash 
I C I DC 
Best Granulated Sugar 
ITI AA 
i v LU O 
with orders for other groceries 
I * v v 
$1.00 
$1.95 
10c 
20c 


No. 2 Mi cans 
Peaches ................ 
Gallon cans Cali­ 
fornia Pears ........ 
Gallon cans Red 
Pitted Cherries .. 
Gallon cans White 
Cherries ................ 


20c 
75c 
$1.50 
.. 95c 


6 lbs. Best Pure 
Lard ....................... 
48 lbs. Hard Wheat 
Flour ......................... 
Large cans Chinook 
Salmon ..................... 
No. 2% cans 
Apricots ................... 
Give us your orders for COAL. We have 
all kinds at lowest possible prices. 
We give Surety Coupons. 
MENEFEE^ 
Phones 328 
400 West .2nd 


(Hi 30@32%e. 
Rye—9 1 93c. 
Hay—Unchanged. 
Wheat—Sept. $1.10; 
Dec. 
$112 
3 8 -%. 
Corn—Sept. 42c; Dec. 46 l-8c. 


Chicago Grain Market 


FOR RENT— 2 
unfurnished rooms 
tor light housekeeping. 
Bell 202. 


FOR 
RENT—3 
unfurnished 
rooms, 
w ater, lights, gas. 
Call 750 morn- 
; il'ig.s. 


FOR R EN T—Modern furnished rooms 
for housekeeping. 
Call Bell 671. 407 
FL 2nd. 
i 


Wheat—Sept. open $1.20% ; high 
$1.21; low $1.19%; close $1.19% to 
1.20; Dec. open $1.22 
to 
1.21%; j Fourth, 
high $1.22%; low $1.20%; close $L- 
21% to 1.21; May, open $1.25% to 
1.25; high $1.26; low' $1.23%; close 
$1.24%. 
Corn—Sept. open 54%c; high 55 
3 Sc; low 54 3-8c; close 54 5-8 to %c 
Dec. open 54%c; high 55 3-8c; low 
54 3 8c; close 54% to 
3-8c; 
May, 
open 58%c; high 59c; low 58 l-8c; 
close 558 3-8c. 
Oats—Sept. open 34%c; high 35; 
low 34%c; close 34 5-8e; Dec. open 
38 to 37 7-8e; high 38%c; low 37% 
close 38c; May open 41 7-8c* high 
42%c; low 41%c; close 41 7-8c. 


FOR 
RENT—Light housekeeping 
rooms and sleeping room. 219 W. 


GET YOUR CATERPILLAR 
TIRES AT 


Breig Bros. Auto Co. 
613-615 So. Ohio 


FOR SALE 


F'OR RFI NT—Two 
front 
rooms fu r­ 
nished for 
housekeeping. 
317 W. 
7th. 
Bell 2902. 


FOR REN T—Front room 
connecting 
bath for one or two gentlemen. 212 
E. nth. 
Bell 1477. ‘ 


FOR 
RENT—Office 
rooms 
with 
fire proof vault. 
Porter Real Es­ 
tate Co., 112 W. 4th St. 


FOR 
REN T—3 
light 
housekeeping 
rooms, electric lights; on car line. 
Bell 2009J. „ 810 E. 15th. 


W. W. HEROLD 


111 West Fourth Street. 


FOR SALE. 


FOR SALE—Flock pure bred 
Leghorns. 
Bell 6145FT3. 
W hite 


! FOR SALFI—Cobs tor kindling. Love­ 
land Feed Co., phones 228. 


)FOR SALE—Household goods; p arty) 
leaving city. 
403 FL 7th. 


FOR SALE—F'urniture. 
Call 
2112 at Res. 423 So. Park. 
Bell I 


FOR 
SALL—Mandolin, 
banjo 
and 
case, good shape, $40. Bell 1876. 
! 


1 FOR SALE—C melody saxophone and 
1 
case; good shape, $85. 
Bell 1876. 


FOR SALFI—Lexington Six, 5 passen­ 
ger; good condition; 
cheap. 
Bell 


IS 12. 


SOLD OUT 


We have quite a few 
customers for 5 to 8 
room modern homes. 
West side preferred. 
If you are thinking 
of selling this fall list 
your property with us 
now. We’ll give you 
quick action. 


Donnohue Loan & 
Inv. Co. 


SO Years of Service 


309 OUo S t 


\ ; HELP WANTED—Male 


FOK SALFI—4 room house 
on 
west 
side; a bargain; owner leaving the 
city. 
Bell 2094. 


W ANTED—Farm laborer w ith small 
family; good heme and cow furnish­ 
ed; Sept. I. Apply in person. WL 
D. 
W ade, Lamoine, Mo. 


BRIN T E RS 
W AN TED—Compositors, 
stonem en, linotype and monotype, 
bindery w orkers and girls, for perm ­ 
anent positions in Denver. 
Strike on 
since May. Only first-class workmen 
needed. 
W rite or wire bunver Typo- 
thetae, Denver, Colo. 
, 


W A N TED 
1500 boys and girls, ages IO to 
16 years for street parade to ad­ 
vertise th e opening of Allen’s Out- 
I let Store, HO West Second street. 
Apply a t once to Allen’s Outlet 
Store, HO West Second. 


W ANTED—ExpentMicea salesman for 
Missouri, preferably one acquainted 
w ith some of the trade to gell a line os 
fine leather goods to drug, 
Jewelry, 
leather, novelty, gift shop and dep art­ 
m ent stores. Give age, home address, 
num ber of years on 
road, 
territory 
covered and firm s previously repro* 
sented. 
H. Clauss Co., Tipton, Ind. 


Help Wanted—Female. 


Ap- 
MT 
^ T_ r , 
{ WANTED—Girl for housework. 
WANTED. 
ply 711 W. 5th. 


FOR SALE—Cord wood. 
Call D. W. 
Thomson, 
Bell 525. 
LoRT^MEMADLcAkES 
Call Bell Phone 1992. 


FOR SALE—Ford roadster, A-1 con­ 
dition. 
X care Democrat. 


FOR SA LE— Side-board, 
dining 
and 
library tables and gas stove. Apply 
231 South Fiarison. 


Second hand store-—All kinds of 
furniture, reasonable. 
509 
East 
Third. Bell 1387J. 


f o r 's a l e 
O lT ~ T ^ 
near school; resident for proper 
My. Call Bell 1770. 
FCH*. SALI. 4 po.-tcr mahogany bed, 


W ANTED—Modern home, 
close 
in, 
pay cash. 
Bell 2224W. 


W ANTED—Cows 
and 
heifers, veal 
calves and hogs. 
Ball 922. 


Phonographs repaired. Bell 581 Link­ 
man Jewelry Store, HS So. Ohio. 


springs and m attress, 
i tea u. 
319 So. Mon- 


FOR RENT—Nice large 
room 
and 
kitchenette 
furnished 
for 
light 
housekeeping; modern. 
Bell 776. 


FOR SALE—Used 
Maxwell cars 
In 
right price. 
Chevrolet Sales Room. 


FOR 
SALE—Unclaimed 
shoes, 
men and ladies, almost new. Mar­ 
tin’s, 312 North 
Lamine, 
across 
from Sunshine grocery. 


FOR SALE—On account 
of 
leaving 
Sedalia I will sell m y home of 
5 
rooms, .strictly modern on South Carr. 
Bell 1996 for appointm ent. 


FOR SALE—19i8 model Briscoe tour- 
j 
ing car, A -l condition. 
Call a t 1914 
So. Quincy after 5 p. rn. 
chevrolet 
and 
good 
shape 
a t F'OR SA LE—5 room cottage, modern 


M irrors Resllvereo—Good 
as 
new. 
IT. T. Small, 812 E ast 7th. Bell 1338. 


AV ANTED—To board and room school 
girls. 
511 Dal-W hi-M o. Bell 2116.1. 


except heat, corner lot garage, west 
side. 
Owner, Bell 1301. 


t VS^WAAA. 
j I OR REN T—Two or three nicely fur- 
9 Room modern 
residence 
in 
wished rooms for light housekeeping. 
East Sedalia, on two paved streets, 


THE LAKE ROUTE FOR VACATION TRIPS 


Lake Erie has long been noted for its fleet of magnificent 
passenger steamers. 
The most recent addition to this fleet is 
the Great Ship “SE FLYN DB EE,” the largest and most costly pass­ 
enger steamer on inland waters of the world. This Great Ship, 
with her sister ship, Steamer “City of Buffaflo,” plys daily be­ 
tween Cleveland and Buffalo, so that you may board steamer at 
either city any evening at 9:00, enjoy a night of refreshing sleep 
ana arrive at destination following morning at 7:30. 


In addition to the night trips, the Saturday daylight trip® 
are proving very attractive to many travelers. 


From Cleveland, C. & B. Line Steamer “City of Buffalo” 
leaves New Bier, loot of K. 9tn St., every Saturday during the 
summer seaso n at 9 OO a. in., arriving at Buffalo 7:00 evening of 
same day. 


From Buffalo, the Great Ship. 
“SEEANDBEE” leave® 
wharves at South Michigan Ave. Bridge every Saturday during 
the summer season at 9:00 a. in., arriving at Cleveland 7:00 
evening of same day. 
All Eastern Standard Time. 
Cleveland and Buffalo Transit Co., Cleveland, Ohio. 


owner leaving and will sell at a 
bargain. 
New 5 room bungalow on good 
street in East Sedalia, water, lights, 
garage and some fruit. 
Can be 
bought worth the money on reason­ 
able terms. 
* 
Have had a number of properties 
listed recently that 
I 
can 
sell 
worth the money. 
Also 
have 
a 
lumber of choice farms for sale. 
ira E. Melton 
4th & Ohio S t 


no children, m odern house. 
Bell XII. 


FOR REN T—Large 
furnished 
front 
room, upstairs; sleeping 
accom oda­ 
tions for four. 310 1-2 AV'. 2nd. Home 
814. 


Local lim e Table 
RAILW AY 
MISSOURI 
PACIFIC 
West Bound. 
Arrive 
No. Title 
6:55pm }5 
3:40 a.m. 
13 
6:40 a.m. 
9 
47 
2:10 p.m. 
l l 
4:50 pan, 47 
97 


FOR RENT—IO room Jiouse, strict­ 
ly modern, 5 
rooms 
furnished, 
close in. west, side, possession 
at 
once. Home 1047. 


I FOR REN T—4 furnished 
rooms, also 
buttery and sleeping porch on low- 
!er floor in private 
home, 
reference. 
1304 AV. 3rd. 


FOR REN T—Film 
Place, 
24th 
and 
Ohio 21 acres, 8 room brick house, 
fresh painted and 
papered; 
will be 
painted outside; city w ater 
in 
bath 
room and kitchen; large barn, wired 
for electricity. 
W rite or phone own­ 
er. 
A. II. Stephens, Bunceton, Mo. 


FOFi SALE—3 leat:i.-r rockers, china 
cabinet, oil heater, Floover cleaner, 
drop leaf table. 
319 So. Moniteau. 


FOP*, SALE—8 room 
house, 
lights, 
city w ater in yard, 78 feet of ground. 
306 South Sum mit. 
$200 handles it, 
balance monthly. P orter Real E state 
Co., 112 AV. 4th St. 


Pas®. 
Pass, 
Pass. 


Depart 
7:00 p.m. 
3:60 a.m. 
6:45 a.m. 


LOST. 


LOST—Maxwell 
crank 
near 
lair 
grounds. Call Home 565. 
Sed-KC Lo.7:30a.m. 
Pass. 
2:20p.m. {LOST—Two arm y m edals, one a Vie- 
Loc.Pass.5:00 mp.. 


3:10 p.m. 
95 


Lo s. Fr t. Ex. 
Sunday 7:45 a.m. 
Lo8.Frt Ex. San. 


tory and the other a Missouri medal. 
R eturn to Dem ocrat. 
Reward. 


East Bound. 
Arrive 
No. Title 
12:45 a.m. 
34 
Pass. 
2 *03 a.m. 
JO 
94 


LOST—Child's spectacles in case he 
tw een 5th and Brown and 5th 
and 
Engineer. 
R eturn to 912 E. 5th. 


LOST—A t fair grounds 
AVednesday, 
moss agate bar 
pin, 
m ounted in 
gold. 
Reward. R eturn to Democrat. 


11:05 ajn. 
12:05 p.m. 
3:05 p.m. 
8:45 p.m. 
1:55 pan. 


38 
16 
12 
48 
996 


Depart 
^2:55 a.m. 
Mall 
2: IO ami. 
Loc. Pri. 
I LOST—Gray 
Japanese 
brocade 
Ex. Bun. 
6:00a.m. { 
purse in woman’s bldg., at fair 
Loc.Pa8S.ll :10a.m. | grounds. Return to Democrat. Re- 
Pass. 
12: IO p.m. I ward. 
Pass. 
3: IO p.m. 


FOK 
SALE —Pullm an washing m a­ 
chine and bench 
w ringer; 
garage 
for rent. 
516 So. Park. Bell 1836. 


FOH SALE—A restau ran t and soda 
w ater business in Pilot Grove. 
AV. 
FA Apperson & Son, Pilot Grove, Mo. 


FOR 
SALE—Thoroughbred 
Rock 
! 
Island pullets; 200 
egg 
incuba­ 
tor in good condition. Bell 1460. 
T w r t vw\a/s^»a/vs^m w w s/\/w \/<^/vw s/\/v v w ^ 
c 
'FO R SALE—Unclaimed shoes, m en’s 
5 
p a s s e n g e r 
LlQ rts_, 
and ladies’ alm ost new. M artins, 312 
N orth Lamine, across from Sunshine 
grocery. 


WANTED—Steady job 
by 
white 
man. 
Best of references. 
Bell 
1777M. 


W ANTED—To rent 2 or 3 light house­ 
keeping rooms. Mrs. Claude Stone, 
Bell 3079. 


W ANTED—To rent small house 
or 
unfurnished rooms near. school and 
car line. 
Home 501. 


W ANTED—Large clean rags for wip­ 
ing m achinery, 5c per pound. Bring 
to the D em ocrat office. 


W ANTED—Sewing 
macliine 
opera­ 
tors. Lam y Mfg. Co. 


W ANTED—W hite 
girl 
for 
general 
house work. 
918 W. 7th. 


W ANTED—Girl or middle aged wo­ 
man for housework. 
Bell 2678. 


W ANTED—IOO girls to make overalls. 
Apply W estern Union Mfg. Co. 


W ANTED—Lady housekeeper, perm ­ 
anent position, 
good 
wages. 
Bell 
1125F2. 


AV ANTED—An elderly 
lady 
to take 
care of woman during confinement. 
Call Bell 2953W. 


W ANTED—Middle aged lady for gen­ 
eral housework. 
Perm anent place. 
319 So. Hancock St. 


W ANTED—W hite girl who w ants 
a 
place fbr all w inter. 
Good 
wages. 
Mrs. H. Mac Gugin, 805 W. 7th. 


FOR SALE CHEAP 
new 
never been run. 
Charles J. 
W olff, Clinton, Mo.________ 


FOR SALE—Titan 10-20 tractor, in 
good condition, plowed less than 
IGO acres; also 3 bottom plow and 
8 foot tandem disc. I>. E. Shroyer, 
Lamonte, Mo. 


FOR SALE—Another 1920 Ford sedan, 
demountable rims sand starter, five 
new non skid tires: w orth the money. 
Term s easy. 
B etter hurry; first come 
first served. 
Le Grande Garage. 


F'011 
SALE—At 
once. 
concession 
stand for store at fair grounds, size 
16x18 feet. 
A good roof, big windows, 
can be used for a garage, 
barn, etc. 
Will sell cheap. 
Call Bell SOI. 
Home 
557. 


FOR SALE 
Modern eight room house, 
hardwood 
floors 
down 
stair®, full basem ent under 
entire house, W ise furnace; 
garage for tw o cars. ;Lot 
90x270; 
west side paved 
streets and car line. . One of 
the nicest homes in Sedalia. 
Price $8,500. 
Owner contem plates leav­ 
ing Sedalia. Address “G-88” 
care Democrat. 


FOR SALE OR 
TRADE—No. 
5 well 
drill steam tractor, weighs about 15 
tons. 
F rank 
Dick, 
Otterville, Mo. 
Bell phone. 


Ed. W right, 
painter, 
paperhanger 
418 1-2 South Ohio. 
vertisement. 


WANTED—To rent G or 
6 room 
modern 
house. 
Address L. 
L. 
Blank, Liberty Hotel. 


WANTED 
1500 boys and girls, ages IO to 
1,6 years for street parade to ad- 
Bell 2037.—-Ad- vertise the opening of Allen’s Out­ 
let Store, HO West Second street. 
Apply at once to Allen’s Outlet 
Store, IIG West Second. 


FOR SALE—Two used 
pianos 
just 
taken in trade on players. Price $S0 
and $135; real bargains. 
Fitzgerald’s, 
212 E. 3rd. St. 


FOR SALE—I, 2 or 3 lots on south 
west corner of Stewart and Bdwy. 
For information address James D. 
White, Lamonte, Mo. 


^v^ A / W 
\ A A A A A A / V W 
V N A A A A A A A A < ^ / ^ A A A / ^ 
FOR SALFI—F'ord roadster including 
truck body; newly painted and 
in 
good shape. 
See Mr. Hinde a t 
the 
Music Shop. 514 So. Ohio. 


FOR SALE—7 room, 
strictly 
high 
class modern house in W est Seda­ 
lia, an opportunity to 
secure 
a real 
home. 
P orter Real E state Co. 


FOR SALE—Cheap, six 
room 
house 
and two lots, fine 
pantry, 
electric 
lights, close t<f car line. 
Owner leav­ 
ing city. 
Call 1616 So. Vermont. 


FOR SALE—Cheap; 
butcher 
outfit 
Iwox, 2 blocks, tools, 
rick , 
m eat 
counter; also horse, .surrey, 
harness 
and wagon. 
Call 501 E. 3rd St. 


KC-Sed. Loc. 
Loc.Frt Ex. Sin. 


Lexington Branch. 
Depart 


Established 1876 
B. C. CHRISTOPHER & Co. 
* 
Grain Commission, Kansas City, Mo. 
Sedalia Branch 339-341 Ilgenfrltz Building.. Phone® 298. 
We make a specialty of handling consignments and selling corn 
to feeders. 
We have direct private wire connections to Chicago and Kansas 
City furnished by Logan & Brvm, an(I are pleased to handle 
future orders In Wheat, Corn, Oats and Provisions. 
We also 
bandle New York stocks, and local stocks and bonds of all de* 
Bcription. 


6:45 a.m. 
3:35 p.m. 


Arrive 
No. Title 
11:45 a.m. 646 Loc.Pas®. 
9:05 p.m. 648 Loc.Pass 
647 Loc.Pass. 
645 Loc.Pass. 
11:45 a.m. 646 Loc.Pass. 
9:05p.m. 648 Loc.Pass 
699 Loc.F't. 
Ex.Sun. 7:45 a.m. 
2:40 p.m. 698 Loc.Frt. Ex. Sun 


LOST—Tools and Delco repairs 
on 
road in front of Bouldin farm , day 
of sale; suitable rew ard if returned to 
H. M. Stephens, La Moore hotel. 


LOST—Tan folding pocket book con­ 
taining about $22 in currency; note 
bank book and other papers, owners 
nam e 
on 
papers. 
R eturn 
to 
the 
Dem ocrat. 
Liberal rew ard. 


P arties who took cushion from my 
car on Flat Creek W ednesday 
were 
seen and recognized 
by 
5 different 
people. 
If cushion is returned to 210 
N. P ark by 
Saturday, 
Aug. 
27, no 
questions will be asked. 
A. McNew. 


657 Mixed 
7:00 a.m. 
(Corrected to Jan. 9, 1921). 
H 2:20 p.m. 656 Mixed 


I 
Crawford Loan & Abstract Co. 


*10 S. Ohio, Sedalia, Missouri. 
FARM LOANS 


High clast securities bought and sold. 


MISSOURI, KANSAS & TE X A 8 
R AILW A Y T IM E CARD 
South bound 
Arrive 
No. and Title 
Depart 
3:25. a.m. 
5 Katy Fly. 3:30 a.m. 
9:40 p.m. 
7 Loc.Pass. 
7:35 a.m. 
12:50 p.m. 
9 Loc.Pass. 
3:25 p.m. 
3 Katy Lim 
North Bound. 
Arrive 
No. and Title 
12:45 am . 
6 Katy Fly. 12:55 a.m. 
IO Loc.Pass 
6:30 a.m. 
1:10pm . 4 Katy Lim. 
1:20 p.m. 
6:00 p.m. 
8 Loc.Pass. 
6:15 p.m. 


MATRIMONIAL 
MATRIMONIAL 
— 
Calili em an, 
26 
years old w ishes to correspond w ith 
lady 18 to 25 years old; will m arry if 
suited. 
All letters 
confidential 
a n ­ 
swered prom ptly. 
Address “26’' care 
Dem ocrat. 


^OR SALE 
A beautiful suburban home 
with 4 acres of ground, a new 
8 room house with basement 
and furnace, a good drilled 
well 
abd 
also 
a 
cistern, 
abundance of all 
kinds 
of 
fruit, a large barn, chicken 
house and other outbuildings, 
clear of Incumbrance, for sale 
on easy terms. 
Bee 


J. J. ENGLISH 
Aherns 8 and IO Yeater Bldg. 


jfi 


Stops 
8:30 p.m. 


Depart 


THE LANDMAN ABSTRACT 
TITLE CO. 
ABSTRACTS 
defier Montgomery BvMdktfl 
* 
* 
|1 « W ee! Fourth Itro o t 
BH H P I M P l l 


HOLDEN DIVISION 
West Bound. 
No. and Title 
Depart 
37 Mixed train 
daily ex.oiin 7:45a.m. 
East Bound. 
No. and Title 
Depart 
I 25 porn, u M‘ted train 
s . 


Arrive 


Arrive 


NEW MOVING 
PICTURE THEATRE 


CR 
GARAGE 
LOCATION 
FOR 
SALE 
CHEAP 
The most prominent location for 
a moving picture theatre in Se­ 
dalia, lot 72x90, situation on east 
side of Ohio street in the block 
north of Broadway, in the central 
business 
part 
of 
this 
desirable 
street or it would be fine location 
*for a first class garage. 
Will con- 
! sider any reasonable offer. 
Ad- 
! drees all communications to G. G. 
[G ib so n , 5612 Cates Ave., St. Louis, 


6 
Mo. 
„..... 


Real Estate 


We have cash buyers 
for 
more 
modem 
property on the west 
side. We are now 
making up our fall 
list. Now is the time 
to list your property 
with us. 
First mortgage real 
estate notes for sale, 
bearing 
seven 
per 
cent Why not make 
your 
money 
earn 
more? 
Q. A. Morgan 


We loan money to you 
and for you. 


LOANS WANTED—Loan® on city 
and suburban property. 
Imme­ 
diate answers an all 
application®. 
Porter Real Estate Co., 112 
West 
Fourth street 


A ^ ^ A A A A A A A A A A A A A A A A A A A A A A A A A A A A A 
FOR SALE— Grocery and m eat m ar­ 
ket, doing good business; well lo­ 
cated; owner has oth er business 
re­ 
quiring his attention. 
Address “Gro­ 
cer” care Democrat. 


FOR SALE- Household 
goods; 
4 
lots on Grand avenue; 
72 
acre 
dairy and poultry farm, 3% miles 
suuth of Sedalia; 24 mules all ages, 
6 horses; implements; 
9 wagons 
and harness. • Phone-3078. W. Fer- 
rier, 24th and Ohio. 


W ANTED—To buy second hand fu r­ 
niture and stoves. People’s Furni- 
t y e store, 113 W est Main St. 


tim ekeeper, cashier, 
TO 
years’ ex­ 
perience; m arried, now employed. Ad­ 
dress “X. Y. Z.” care Democrat. 


W ANTED—To rent; having sold my 
farm I w ant to ren t 
small 
im ­ 
proved farm near Sedalia. W ant pos­ 
session by Sept. 25. 
Give full p a rti­ 
culars in first letter. 
Melvin 
H orn­ 
beck, R. 5, Sedalia. 


W ANTED—To rent 3 or 4 room fu r­ 
nished apartm ent or rooms for light 
housekeeping; ground floor only, w est 
side; references furnished; m ust 
be 
desirable. 
Address “M. M.” care the 
Democrat. 


FOUND. 


FOUND—A case 
w ith 
keys. 
Owner 
identify, pay for this ad and take it. 


FOUND—Automobile crank near via­ 
d u c t owner pay for this 
ad 
and 
take it. 


STRAYED. 


STRAYED OR STOLEN—I gray m are 
about lo hands high, smooth m outh. 
Finder will please 
notify 
m£ 
a t 
M oerschel's, Joe Clay. 


S T R A Y E D ^ O R ^ T O lC E N ^ N e a r^ ^ - 
terville, large 
red 
dog, 
white 
breast, two split ears, % stag, % 
bird. Notify J. M. Rose, Otterville, 
Mo. Reward. 


Missouri Vaotiette Sweeper 
Demonstrated at the State Fair. 
Dick Robn, salesmanager, 231 So. 
Vermont. Bell 761. 


W ANTED—Sewing 
m achine 
tors. Lam y Mfg. Co. 
opera- 


FOR EXCHANGE. 
FOR EXCHANGE—A nice w est 
side 
cottage for large 
house, 
close in; 
will pay cash difference. Phone 401. 


Cylinder Grinding 
Pistons and Ring! 
Fitted 
LeGrande Garage 
R. F. BOEHME, Proprietor 
4th end Osage 
Phones 2400 


EXPERT WATCH 
REPAIRING 
American and Swiss Watches 
All Work 
Done 
by Skilled 
Watch Maker and Guaranteed 
12 Months. 
Louis Adelstein 
110 E. Main. 
Prop. 


MONEY 


To loan on Petti® County 
Farm® and City Property. 


Term! and Rates 
Reasonable 


WM. H. CARL 
Real ‘ Estate A Loan Co. 
Bell Phone 291. 
Room 6 
Sedalia National Bank Bldg. 


Phonographs 
Repaired Right 
RENOIS 
BELL 360 


FOR SALE 
6 room 
house, 
modern 
except 
heat, on west side, to exchange for 
house in East Sedalia. 
40 acre farm including crops and 
stock to exchange for house in Se­ 
dalia. 
$2,000 worth of bank stock to ex­ 
change as part payment on house 
in Sedalia. 
70 acrps, 
7 room house, 
good 
barn, smoke house, poultry house, 
two wells, small orchard. $80 per 
acre to exchange for Sedalia prop­ 
erty. 
New 4 room house, lights water 
and sewer, 2 lots, East Thirteenth 
street, $1,650. 
140 acre farm, 
good 
improve­ 
ments, 50 acres bottom, 90 acres 
up land, two miles north of Otter­ 
ville, Mo. 
Price $110 per acre. 
See us when in need of anything 
in real estate or loans. 
COOK & HARNED 
TRUST CO. BL1HU 
Bail 546 


Barley’s Machine Shop 
Do Blacksmithing, Sheet Iron and 
Boiler Work, Grinding Silo Knives, 
Discs and Saws; Automobile work, 
Engine Supplies, Belting, Packing^ 
and Asphalt Kettle Wagon. 
Closing Out Sale of Hay Rakes 
and Sucker®. 
Home 83— Roe. Bell 249I-W 


WANTED 
City property and farms 
for sale. 
List your City 
property with us, we have 
some cash buyers. 
List 
your farms with us also. 
See— 
Weinrich and 
Stambaugh 
225 Hgenfritz Bldg. 


BARGAIN 


Strictly modern 7- 
room house on West 
Third street. Owner 
leaving state. 


J. W. Neal 
112 South Ohio Street. 
Phonee 348 
Sedalia, Mo. 


FOR SALE 


Modern 8 
room 
house on Park Ave., 
near 5th St. 
Special 
price if sold prior to 
September 1st. 
Pos­ 
session at once. 


Stanley-Hatton 


REALTY CO. 
Phones 401 
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John Kelly Shoes for Fall 


Showing 
brown kid j. 
Louin b •♦‘Ih 
Zou ta ‘ I rap 


t lo* very newest styles in fins famous 
a thor, black or brown suedr or satin. 
Lot us show you tin- new li^ht 
shad* 


make. 
Black or 
Lewis or Junior 
01 
tan 
with 


John Kelly’s at SUI and up 


WOMEN’S 
WHITE 
FOOTWEAR 


i anvas 
or 
leather; 
Ox­ 
fords, Pa in {is or Strap 
Styles 
NOW ON 
SALE 
VzPrice 


/■.1 - 
—At $4.85 


I H I H m a l v a I u h s in 
< tx t v * ais or 


M i r a j 
stylos. 
Liar % cir 
1 1 * 0 V V ii 
kid Ira th e r, h h ' h 
* * i low hr,-)*. 
Lu l u Hi hp, 
: 0 Vela 1 
t i l t h * ■» 
out 


Ii ii IU Iie-rn iii G r a v 
S l i f H h *, and0 
(>l Ik* i 
high g rad * 
.sly lo 


Ii* lh I < ti i ta ti 


School Shoes 
For Boys and Girls 
Blister Brown and Red (loose 
School Shoes, that look well 
and stand the wear. 
All 
kinds 
at 
new 
low 
prices. 
Bring the children in, we ran 
save yon greatly. 


“ The Fullest Measure of Value.’ 


diO< 


lot 


Men 
110-118 SOU IN OHIO. 


Edmond 


Shoes 


at 


$6.95 


PROVISIONS OF TREATY OF 
PEACE WITH GERMANY 


( C o n t i n u e d f r o m r a g * O n e ) 


perial German governm ent and the 
Imperial 
and 
Royal 
Austro-Hun­ 
garian governm ent 
or 
their 
suc­ 
cessor Or successors, shall have, re­ 
spectively. made stiff able provision 
♦ar the 
satisfaction 
of all claims 
against said governm ents, respect 
tilted of all persons, wheresoever 
domiciled, who owe permanent al­ 
legiance to the 
United 
States of 
America and who 
have 
suffered, 
through the acts of the imperial 
German governm ent or its agents, 


I ca, Ellis Loring 
D read, 
comniis- 
I shiners of 
the 
United 
States of 
I America to Germany, and 
; 
The president of the German etn- 
j pire, Hr. Friedrich Rosen, minister 
i for foreign affairs, as follows: 
Who, having communicated their 
full powers, found to he in good 
j and true form, have agreed 
Article 1. 
| 
Germany undertakes to accord to 
the United States and tin* United 
‘States shall have and enjoy all the 
{rights, provileges, indemnities, re- 
! Durations or advantages 
specified 
I in Hie aforesaid joint resolution of 
the congress of the United States 


j of July 2, 1921, including all the 
j rights and 
advantages 
stipulated 
for the benefit of the United States 


Railroad News 


Earnings of Railways 
Washington, Aug. 26. 
Railroads 
oi the country rain e d $171.(>62.IG? 
during i Iih six months ending J u n e 1 
as against $*’1.721.Tut! during 
tin* 
sa tm* period last year, according to, 
figures made public by 
Hie 
inter*. 
state commerce commission. 
The total revenues 
of 
the car-' 
liers for the period 
derived 
from 
operating their roads was 
$2,676,-1 
597,252, as 
against 
$2,711,587,192, 
for the same period last year. The 
expenses entailed in operating the 
roads for the six months 
was $2,- { 
j265,747,874, as against 
$2,575,186,-j 
,2b2 tor the year before. 
The oper­ 
ating expenses of the carriers for 
the period was 88.29 per 
cent 
of 
the operating revenues, as against 
92.93 for the 
iv month period last 
year. 


Reduction in freight 
rates 
on 
grain anti hay asked by 
the vves 
tern states would result in an an 
anal loss to tile western railroads 
ol $63,700,Ond, and 
would 
reduce 
itheir return on capital invested to 
.67 per cent, L. E. Wet Bing, mana­ 
ger of the bureau of statistics for 
western carriers, 
testified 
before 
I lie commission. 
He estimated that the reductions 
amounted to approximately 25 pet 
I cent of the present rates. 
Wettling said that 
the 
roads 
j were in no suitable condition 
to 
face a reduction on 
freight rates 
such as has been asked. 
Wettling 
was tim first witness for the 
rail­ 
ro ad s, who will close their side of 
the case tomorrow. 
If the proposed rates 
on 
these 


Sedalia’s Greatest Stove 


or the Imperial and Royal A ustro-j in the treaty of Versailles, which 
Hungarian 
government 
or 
its the United States shall fully enjoy 
agents, since July 
31, 
1914, loss, j notw ithstanding the fact that such 
.treaty lias not been ratained bv the 
dam age or injury to their persons 
or property, directly or indirectly, 
w hether through tile ownership of 
shares of stock in German, Austro- 
H ungarian, American or other cor­ 
porations. or 
in 
consequence of 
hostilities*or of any operations of 
war, or otherwise, and also shall 
have granted to persons owing per­ 
manent allegiance to the United 
States of America, 
most 
favored 
nation 
treatm ent. 
w hether 
the 
sam e he national or otherwise, in 
all m atters affecting residence, bus­ 
iness, professional 
trade, 
naviga­ 
tion, com merce and industrial prop­ 
erty rights, and until the Imperial 
German government and the Im­ 
perial anil Royal Austro-Hungarian 
government or their successor or 
successors shall have, respectively, 
confirmed to the United States of 
A merica 
all 
fines, 
forfeitures, 
penalties and seizures imposed or 
made 
by 
the 
United 
States of 
America during the war, w h e th e r 
in respect to the property of Hie I 
Imperial 
German 
government or i 


United States. 
Article 2. 
With a view to 
defining 
more 
particularly the obligations of Ger­ 
many under the foregoing article 
with respect to certain provisions 
in tile treaty of Versailles, it is un­ 
derstood and agreed 
between the 
high contracting parties: 
(I) That the rights and advan­ 
tages stipulated in that treaty for 
the benefit of the 
United 
States, 
which it is intended 
tile 
United 
States shall have and enjoy, are 
those defined in section I of part I 
and parts 5, 6. 8. 9, IO, ll . 12. 14 
and 15. 
frhe United States in avail­ 
ing itself of the rights and a d v a n -125th day 
Utges stipulated in tile provisions of j 
11 
■■ 
that treaty mentioned iti this para- I 
graph, will do so in a m anner con­ 
sistent wit Ii the rights accorded to 
Germany under such provisions. 
(2> That the United States shall 
not be hound by the provisions of 
part I of that treaty, nor by any 
provisions of that treaty, including 


shall the United States be hound by 
any action taken bv the League of 
Nations, or by the council or by 
the 
assembly 
thereof, 
unless the 
United States shall expressly give 
its assent to such action. 
(3) T hat the United States as­ 
sumes no obligations under or with : 
respect to the provisions of p a n 2. 
part 3, sections 2 to 8. inclusive, of j 
part 4 and part 13 of that treaty. 
4. That while the United States I 
is privileged to participate in the 
reparation 
commission, 
according 1 
to the term s of part 8 of that tr e a - ( 
tv, and in any other commission es­ 
tablished under the treaty or under *<,0,1,rn°diiies had been lowered to 
any 
agreement 
supplemental 
that existed betore 
the 
thereto, the United States is not j iucreas«L August 26, 1920, the 
an- 
bound to participate in alw s u e h f n u a * inturn of the railroads in the 
commission unless it shall elect to a s t e r n district would be only 1.67 are compelled to render 
do so. 
per cent on their tentative valua- ^ « ■ ■ ■ ■ ■ & « » ■ ■ ■ 
lion as fixed by the commission, he 
testified. 
Wettling declared that the roads 
in the western district 
were 
hit 
harder by the traffic slump during 
'he first five months of this 
year 
than those in any part of the conn 
try, saying the 
decline 
compared 
with the same period in 1920 
of 1 


Showing New Blouses 
at an 
Alluring Price 


bushel over and above the cost 
handling the farm ers’ grain. 
“It seems to me that the farmer 
is going to the wrong place to gel 
relief. 
They come to the railroads 
who are making less 
than 
2 per 
cent, while they are paying much 
more to other people for handling 
their grain.” Wettling said. 
Wettling was followed 
on 
the 
stand by Fred C. Maegly of Chica 
go, assistant general freight agent 
of the Atchison, Topeka and Santa 
Fe railroad, who said that rates on 
grain and grain 
products 
should 
not he reduced at present, pointing 
out that the transporting 
of 
that 
commodity costs the railroads more 
than other commodities because of 
certain services which 
the 
roads 


rLrrn-ti'^ ° 


Just received tills morning a well 
assorted group of new Fall blouses 
in the desired shades and in new' 
effects. 
We’ve marked them a t $5; 
you’ll agree after the most casual 
examination that they are excep­ 
tionally low priced. 


Georgette and Crepe-de- 
chene and Georgette 
Combinations 


- i n navy, mohawk, aigre, white, 
flesh and other Fall shades, beauti­ 
fully embroidered in silk, braid and 
heads, 
in 
contrasting 
colorings, 
some trimmed with dainty laces, 
others tucked and hemstitched. 


Overblouse and Waist 
Styles 


offering exceptionally 
good 
op­ 
portunities for choosing a blouse 
according to your individual taste. 


QUANTITY IS LIMITED; EARLY 
SELECTION IS ADVISABLE. 


(5> That the periods of time to 
which reference is made shall run. 
with respect to any act or election 
on the part of the United States 
from the date of the coming into 
force of the present treaty. 
Article 3. 
The present treaty shall he rati­ 
fied in accordance with the consti­ 
tutional forms of the high contract­ 
ing parties and shall take effect im­ 
mediately on the exchange of ratifi­ 
cations. which shall take place as 
soon as possible at Berlin. 
In witness whereof the respec­ 
tive plentipotent'aries have signed j 
this treaty and have hereunto af- i 
fixed their seals. 
Due in duplicate 
in 
Beilin Ihis I 
of August. 1921. 


G erm an nationals, or Ho* Imperial ribose mentioned in paragraph I of 


W A N T E D 


15oo boys and girls, ages lo 
to 16 years for street parade to 
advertise the opening of Allen’s 
Outlet Store, HO West Second 
St. 
Apply 
at once 
to 
Allen’s 
Outlet Store, 110 West Second. 


j more than 27 per cent in traffic in 
that district. 
Despite ibis, he said 
! their expenses increased 7.69 
pet i 
cent during the nine months ended 
! June I, compared with the cores-i 
j ponding months a year ago. 
Wettling testified t h a t , according 
to the findings of the federal t raff 'n j 
commission, owners 
of 
country i 
grain elevators 
in 
the 
western I 
grain states in 1920 realized mu re j 
turns ranging from 2o to 57 
per ; 
cent en their investment. 
Finding: j 
of the commission, he sa iii, showed ; 
that in that section til the country ! 
the ta n n ers paid the elevator own , 
ers an average profit of 8 cents a 


2 WHYNOT TBV P O P H A M ’S f 
I ASTHMA REMEDY 
x Gives Prompt and Positive Relief in Every 
& 
Case. Sold by Druggists. Price $!.00. 
c 
Trial Package by Mail 10c. 
\ WILLIAMS MF6. CO., Praps. Cleveland, 0. 
ms i e r r r - -k w 
i -o-<\> 
J. H. Mertz, Drug Co.. 210 S. Ohio 


To Mothers With Daughters Of School And-College Age 


I lie next few days will he busy ones for you. 
There are so many things to he gotten 
before school begins; so many things that are likely to he forgotten unless mother 
goes about the task of providing them systematically. 


Here at this store you will find everything that daughter needs to wear, w hether she 
he just entering the first grade, or commencing her senior year at, college. 
Dresses 
and frocks for every occasion; suits for street wear, a warm and stylish coat for tho 
cooler days to come; clever little gingham dresses for the smaller girls; raincoats 
and raincapes for the stormy days; hosiery, underwear, handkerchiefs, middies, hair 
how ribbons, everything necessary. 


AND TOMORROW MANY SPECIAL 
INVITE YOUR ATTENTION. 
PRICES ON NEEDED SCHOOL WEARABLES 


n:. 


and 
Roval Austro H ungarian gov­ 
ernment or Austro-Hungarian na 
lionais, and shall have waived any 
and all pecuniary claims against the 
United Slates of America. 
Being desirous of restoring the I 
friendly relations existing between j 
the two nations prior to the out 
I 
break of war; 
Have for that purpose appointed j 
their plentipotentiaries, the presi­ 
dent of the United States of Amen- J 


this article, which relate to the coy 
*n a ut of the League of Nations, nor 


W A N T E D 


1500 boys and girls, ages lh 
to 16 vears for street parade lo 
advertise the opening of Allen’s 
Outlet Store, 110 West Second 
St. 
Apply 
at on>e 
to 
Alien’s 
Outlet Store, HO West Second. 


BUY COAL NOW 


You 
are -not 
busy—neither 
are we right now— But later 
on both of us are going to he 
b u sy — 


Right NOW is Hie time to 
talk Coal and your w inter’s 
Fuel. 
Let s get together and 
talk it oyer while the prices 
are low est—while conditions 
m ake possible a better 
ser­ 
vice for you and me. 


Just Call Bell 76— 


W. M. Hayden 


Coal, Grain & Feed 


Pacific & Osage 
Just opposite the Mo. ^Pacific 
Depot. 


NR 
T o n ig h t- 
Get a 
Tom orrow Feel Right 25cBox 


W. E. B A R U DRUGS CO, 


SPECIAL 
SATURDAY 


Poole & Creber 
Meat Market 


117 East Second Street. 


Native V eal.................15 to 30 
Chuck Steak ........................12*^ 
Sirloin Steak ..........................18 
Round Steak 
.........................20 
Plate Boiling B eef................ 8 
Prim e Rib R o a s t..................15 
Chuck Beef R o a s t.............12*/2 
H am burger 
...............................10 
Pork Chops ..............................22 
Shoulder Pork S t e a k 
20 
Shoulder Pork R o a s t 
20 
Whole Pork S h o u ld e r.'.... 16 
P ork Sausage loose.......... 12‘/ 2 
P ure Lard ................................15 
Compound 
............................... 11 
S ugar Cured Bacon 17 to 23 
Smoked Picnic H a m s 
16 
Regular Smoked Hams 
31 to 36 


W h o l e Sterling H a m s 
30 
Brick or Cream C h e e s e . . . 30 
Oleomargarine 20, 22 and 26 
Weinies and Minced Ham 10 
Pimento C h e e s e .....................40 
pry Salt Pork ..........................15 
Dry Salt Butts ......................Ii 
Boiled Ham ..............................55 
S um m er S a u s a g e ...................25 
Peanut Butter ..........................20 


Attention 
Musicians 


Do you play the 
Piano? 
Listen—tell it to your 
friends— 


Special For 
Saturday Only 


With every $1.00 
worth of Sheet Music 
we give you FREE 
one copy (your selec­ 
tion) of any 35c mu­ 
sic in our store. 
Remember 
Saturday Only 


Three 35c copies for 
$1.00 and one 35c 
copy free. 


Malone’s 
Music Shop 


Everything Musical 
‘ Bell 324. 


SPRUSTEX 


POLISH 


MOPS 


59c 


A full size oil mop 
for varnished or wax­ 
ed floors. 
Complete 


with 
full 
length 
handle. 


W hen you feel dull, achy and 
sleepy 
and w ant to stretch fre- 
qquently, you are ripe for an a t ­ 
tack of malaria. T ake H erbine at 
once. It cures alaria and 
and puts the 
system in order. 
Price, 60c. Sold by W. E. Bard 
Drug Co. 
Advertisement 


conducted by the Rev. 
H. 
W. | at her home at 4 o’clock 
Friday 
Hughes, pastor, assisted by Rev. J. J morning, death having been due to 
W. Ferrell. 
(complications resulting 
from 
in- 
Mrs. McCune previous to going J fluenza. 
husbandj 
Besides her husband, the deceas- 
generalied is survived by one son, Henry 
merchant many years, resided at Sparks, of Lamonte. 


chills i to Lamonte, where her 
was postmaster and 
a 


Dresden, 


LUDEMANN 


303 Ohio St 


DIED 
Funeral of Mrs. Owens. 
The funeral 
of Mrs. 
Mary Jane 
Owens, who died Tuesday morning 
at the home of her daughter, Mrs. 


j Mollie Hansberger, 608 South L a ­ 
mbie avenue, was held at IO o’clock 
this morning at the Staley funeral 
home. 
Services were conducted by 
Rev. W. T. McClure, pastor of the 
Methodist Episcopal churel!, South, 
and Rev. 
William 
Riley 
Nelson, 
pastor of the First Methodist Epis­ 
copal church. 
Mrs. Charles Bard and Mrs. J. W 
Sims, accompanied by Mrs. George 
Sneed sang “One Sweetly Solemn 
Thought,” “Peace, 
Perfect Peace” 
and “Over There.” 
Friends who served as pallbear­ 
ers were: 
Active, A. L. Crandall, 
Ed J. Evans, C. C. Evans, J. D. 
Donnohue, A. D. Stanley and H. J. 
Smith. 
Honorary, T. T. Clifford, C. 
P. Brown, Dr. D. T. Abell, John A. 
Collins, 
Henry 
Lamm 
and Louis 
Hoffman. 
Burial was in Crown Hill ceme­ 
tery. 


Mrs. Palmyra Sparks. 
’Mrs. 
Palmyra Sparks, aged 56 


The funeral will he held at the 
Baptist church at Lamonte at IO 
o’clock Sunday morning, and 
in­ 
terment will he made in the La­ 
verne, wife of John A. Sparks, died monte cemetery. 


Vi 


Established 189C 


‘Like suspenders need a button, 
Like the oyster needs a stew, 
Every body needs insurance, 
So, why the heck don’t you?” 


Monark 
Gasoline 


IS THE BEST 
AND AT WHOLE­ 
SALE PRICE 


More 
Mileage— More 
Power 
Less Carbon 
You can get it at all garages 
and filling stations. 
McAllister Motor Co. 


LeGrande Garage 
Sedalia Auto and Machine 
Works 
Bennett Motor Sales Co. 
Eddington & Reuter 


IL IL Kroencke 
L. S. Millard & 
Go, 
7th 
and Ohio 
Geh I ken & Milburn, Saline 
and Engineer 
W alter Broyles, 15th 
and 
Ingram. 
I. M agar I el, 20th & Grand 
Geo. Gritfen, 16tli & Ver­ 
mont. 
E. C. Thompson, Main and 
Grand 
B 
Golden, Broadway and 
Marshall. 
and at 
Rertman’s 
Main and Vermont 
O P EN A L L NIGHT 
Phones 92 


Mrs. Lucetta McCune. 
Mrs. Lucetta McCune, widow of 
the late Phillip P. McCune, passed 
away at her home in Lamonte at 
noon Friday, death being due to 
complications. 
The deceased was born in Hol­ 
mesville, Ohio, December 5, 1845, 
and was one of Lam onte’s oldest 
and hest known residents. 
She is survived by two daugh­ 
ters and three sons 
as 
follows: 
Mrs. Ida Franklin, and Mr. Harry 
McCune, of Sedalia; Mrs. J. H. Un­ 
derwood, of Mishawaka, 
Indiana; 
William D. McCune, 
of 
Tahoma, 
California: 
and Roy 
McCune, of 
Oroville, California, together 
with 
several grandchildren. 
The funeral will be held Sunday 
afternoon at 2 o’clock at the La- 
monte Christian church, of which 
she was a member, and will be 


W A N T E D 


1500 boys and girls, ages IO 
to 16 years for street parade to 
advertise the opening of Allen’s 
Outlet Store, 110 West Second 
St. 
Apply 
at once 
to 
Allen’s 
Outlet Store, 110 West Second. 


For twenty hours this food is 
baked-“One reason you like 
it —another reason why it 
digests so easily. 


I 
One of the important things in connection 
with any cereal food is to have it thor­ 
oughly baked or cooked. For baking or 
cooking changes the starch of the grains. 


Grape-Nuts is the longest baked of all 
cereal foods. 
It is scientifically baked at 
carefully regulated temperatures for 20 
hours. This is one of the reasons why 
Grape-Nuts digests so easily; why it agrees 
with many people who cannot take any 
other form of cereal without producing 
fermentation. 


A goodly part of Grape-Nuts is converted 
into dextrose, ready to be immediately assim­ 
ilated by the system, and yield Strength and 
energy. 
A further portion has partially 
undergone this change, while there remains 
sufficient unchanged cereal to strengthen the 
digestive organs. It is then in a condition 
to meet the various requirements of the 
digestive system. 


If you want to eat a most strengthening 
and nourishing food, and one that will digest 
more readily, go to your grocer today and 
get a package of Grape-Nuts. 
Eat it with 
stewed fruit or as a cereal with milk or 
cream; or make it into an appetizing pudding. 


Every member of the family will enjoy its 
delicious flavor and wholesomeness. 


Grape-Nuts—the Body Builder 
“There’s a Reason” 
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WHY PUT IT OFF? 


Of coures you realize by this time that COAL IS NOT COMING DOWN. 
On the contrary, there is every indication that it is GOING UP. Think it 
over, better lay in your winter’s supply NOW, before there is a shortage. 
NOW when you can pick out the kind of coal you WANT, instead of later 
when you may have to take what you can get. 
Better get in touch with us NOW, and let us figure with you. 
You’ll be 
pleased and surprised at the quality and prices we can offer you. 


123 


Bell 424, 


Home 
Bell 


Home 3 6 7 ^ 
FOOD 
FEED 
TU E L 


th and 
Engineer 
523 E. 


Fifth 


